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PEEFACE. 



The usual Autumn Congress not having been held in 1891, in 
consequence of . the Meeting of the International Congress of 
Hygiene and Demography, the present Yolume of Transactions 
is exceptionally small. 

The Classified Catalogue of the contents of the Museum has been 
included in the Volutne, as it will probably be found useful for 
reference. 




10 



Congresses j^tlir bg tj^e |nstttul£. 



LEAMINGTON, 1877. 
JPresiUent.— B. W. RICHARDSON, M.D., LL.D., F.R.S. 

^resiUents oC Sections. 

Section I. — Edwin Chadwick, C.B. 

„ II.— George Wilson, M.A., M.D., P.C.S. 
„ III. — R. Brudenell Carter, F.R.C.S. 



STAFFORD, 1878. 
ipresftient.— EDWIN CHADWICK, C.B. 

IPrestHents of .Sections. 

Section I.— B. W. Richardson, M.D., LL.D., F.R.S. 
II.— Henry Day, M.D., F.R.C.S. 



CROYDON, 1879. 

?Presit!ent.--B. W. RICHARDSON, M.D., LL.D.,' F.R.S. 

^restDents of Sections. 

Section I.— Alfred Carpenter, M.D., M.R.C.P.Lond., C,S.S.Camb. 
„ IL— Captain Douglas Galton, R.E., C.B., D.C.L., F.R.S. 
., III.— G. J. Symons, F.R.S. 



EXETER, 1880. 

JPresiftcnt,— THE RIGHT HON. EARL FORTESCUE. 

^resilicnts of .Sections. 

Section I.— Prof, de Chaumont, M.D., F.R.S. 
„ II.— R. Rawlinson, M.Inst.C.E., C.B. 
„ III. — Sir Antonio Brady. 

NEWCASTLE-UPON-TYNE, 1882. 

JlreaUmt — CAPT. DOUGLAS GALTON, R.E., C.B., D.C.L., F.R.S. 

^rcstDents of Sections. 

Section I.— Denis Bmbleton, M.D., F.R.C.S. 
„ II. -H. Law, M.Inst.C.E. 
„ III.— Arthur Mitchell, M.A., M.D., LL.D., F.R.S. 



GLASGOW, 1883. 
ilresiUcnt— PROF. G. M. HUMPHRY, M.D., F.R.S. 

^ccsiDents of Sections, 

Section I.— Prof. W. T. Gairdner, M.D., LL.D. 
., II.— Prof. T. Roger Smith. F.R.I.B.A. 
III.— E. Angus Smith, Ph.D., F.CS. 



11 



DUBLIN, 1884. 

ilrnnlimt— SIB ROBERT RAWLINSOX, aB. 

^rnnlintts of i^rcttons. 

Section I.— T. W. Grimshaw, M.A., M.D. 
„ II.— C. P. Cotton, M.Inst.C.E. 

„ III.~Chablb8 a. Cambbon, F.R.G.S.I. 

LEICESTER, 1885. 

JPrwiUcni-PROF. F. DE CHAUMONT, M.D., P.R.S. 

^renUmts of ^rcttons. 

Section I.— Arthub Ransome, M,A., M.D., L.S.A., F.R.S. 
„ II. — Rbbcival Gobdan Smith, F.R.I.B.A. 
„ III.— William Mabcrt, M.D., F.R.Mbt.Soc., P.C.S. F.R.S 



YORK, 1886. 

)prniiimt.— SIR SPENCER WELLS, Babt. 

^rnnlients of Sections. 

Section I.— Pbop. F. db Chaumont, M.D., F.R.S. 

II.— Baldwin Latham, M.Inst.CE., F.R.Mbt.Soc. 
III.— William Whitakbb, B«A.. F.G.S. 



»• 



BOLTON, 1887. 
]|r(mlJent.-RIGHT HON. LORD BASING, F.R.S. 

9rnn)ientB of iSrcttons. 

Section I.— Pbop. J. Russell Reynolds, M.D., F.R.S. 
II.— Prop. T. Haytrb Lewis, F.S.A., F.R.I.B.A. 
IIL— Pbop. A. DuphI:, PH.D.. F.I.C., F.C.S., F.RS. 
Conference of M.O.H.— Pbop. W. H. Cobpield, M.A., M.D. 



1* 



WORCESTER, 1889. 
iPrewlrent— G. W. HASTINGS, M.P., J.P. 

^resitients of i^ections. 

Section I.— Geoboe Wilson, M.A., M.D. 
„ II.— Hbnby J. Mabten, M.Inst.CE. 

III.— J. W. Tbipr, M.D., F.R.C.P. F.R.Met.Soc. 
Conference of M.O.H.— Pbop. W, H. Cobpield ' M.D. 



BRIGHTON, 1890. 
JPrwOintt.- SIR THOMAS CRAWFORD, K.C.B., M.D. 

^xnititntB of ^rcttons. 

Section I.— G. Vivian Poobb, M.D., F.K.C.P. 
„ II.— Prop. T. Roobb Smith, F.R.I.B.A, 
„ III.— William Toplby, F.R.S., F.G.S. 
Conference of M.O.H.— Abthub Newsholme, M.D., D.P.H. 
Conference of Inspectors of Nuisances — Alpbed Cabpbnteb, M.D., 

M.R.C.P. D.P.H. 



13 



THE SANITARY INSTITUTE. 

FOXTNSED ISre-mCOSPOSATED 1888. 



REPORT OF THE COUNCIL, 

Read at the Ordinary General Meeting^ March 17<A, 1891. 



In presenting their Fourth Beport to the Fellows and Members, 
the Ck)uncil are glad to record that their anticipations with regard to 
the growth and development of the Institute have been fullj 
realised. 

SESSIONAL MEETINGS. 

Sessional Meetings were held in February, March and April. The 
following papers were read and discussed : — 

"Dwellings for the Labouring Classes," by Kbith D. Youxo, 
"The Sanitary Condition of Japan,** by Prof. W. KnnirarMOND 

BUBTOK. 

At the Meeting in April an Address was given by Sir Robbbt 
BAWLiKsoir, dealing principally with the Sanitation of Barracks and 
of other Public Buildings. After the Address the Medals and 
Certificates awarded at the Worcester Exhibition were presented to 
the successful Exhibitors. 

LENT LECTURES FOE LADIES. 
A course of Lectures on Domestic Hygiene, especially intended for 
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Ladies, was given during Lent by Dr. A. T. Schofield, and included 
the following subjects : 

« The Training of Children." 

" Flesh and Blood." 

" The Ethics of Life." 

" Nerves in Order and Disorder." 

Her Boyal Highness the Duchess of Albany, Patroness of the 
Institute, was present at all the Lectures, which were very largely 
attended, and at a special meeting held at the close of the course, 
Her Boyal Highness presented Certificates to 27 Ladies who had 
written satisfactory reports upon the Lectures. 

LECTUEES FOE SAJS^ITAEY OFFICEES. 

Two courses of Lectures and Demonstrations for Sanitary Officers 
have been held during the year. The first course, held in February 
and March, comprised the following Lectures : — 

Introductory Lecture. "Practical considerations for Sanitary Officers." 

E. C. EOBINS, F.S.A., F.E.I.B.A. 

*' Water Supply, Drinking Water, Pollution of Water." Dr. 
Louis Paekes, d.p.h. (Lond.) 

" Drainage and Construction." Prof. H. Bobinson, m.inst.c.e. 

" Ventilation, Measurement of Cubic Space, &c." Sir Douglas 

GaLTOIT, K.C.B., D.O.L., LL.D., F.E.S. 

*• Sanitary Appliances." Prof. W. H. Coefield, m.a., m.d. (oxon.) 
" Scavenging, Disposal of Refuse and Sewage." Chaeles Jones, 

ASSOO.M.INST.C.E. 

*' Food (including Milk), Sale of Food and Drugs Act." Chaeles 

E. CaSSAL, F.C.S., F.I.C. 

" Infectious Diseases and Methods of Disinfection." Shieley 

F. MUEPHY, M.E.O.S. 

* 
*' Q-eneral Powers and Duties of Inspectors of Nuisances ; Method 

of Inspection." J. F. J. Sykes, m.b., b.sc. 

"Nature of Nuisances, including Nuisances the Abatement of 
which is Difficult." J. F. J. Sykbs, m.b., b.sc. 

** Diseases of Animab in Eelation to Meat Supply." A . Wyntee 

BlYTH, M.E.O.S. 
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'' Sanitary Law. General Enactments, Public Health Act, 1875, 
Model Bye-Laws." A. Wyntbb Bltth, m.b.c.s. 

'* Sanitary Laws and Begulations Governing the Metropolis." 
A. Wyntbb Bltth, m.b.c.8. 

The second course, held after the revision of the Syllabus of the 
Examinations, was considerably extended, the following Lectures being 
added, and that on '* Food " omitted as only partly applicable to the 
duties of an Inspector : — 

" Principles of Calculating Areas, Cubic Space, &c. ; Interpretation 
of Plans and Sections to Scale." 

" Sanitary Building Construction." 

" Details of Plumbers' Work." 

" Objects and Methods of Inspection." 

" Trade Nuisances." 

"Diseases of Animals in relation to Meat supply; Characteristics 
of Vegetables, Fish, &c.. Unfit for food." 

The sixteen Lectures comprised in the course were given by : — Sir 
Douglas Galton, k.c.b., d.cl., ll.d., t.b.s. ; H. Law, m.inst.ce. ; 
Louis Pabkes, m.d.jD.p.h. (Lond.) ; Prof. H. Bobinson, m.inst.ce. ; 
Keith D. Young, r.B.i.B.A. ; Prof. W. H. Cobfield, m.a., m.d. 
(OxoN.) ; J. Wbight Clabke ; Chables Jones, assoc.m.inst.ce. : 
Shibley F. Mubphy, m.b.c.s. ; J. F. J. Sykes, m.b., b.sc, i).p.h. 
(three Lectures) ; A. Bostock Hill, m.d., 8.8C.o.Camb., r.i.c. ; 
A. Wynteb Blyth, m.b.cs. (three Lectures). 

Two hundred and forty-seven Students entered their names for 
these Lectures. The Council desire to record their sincere thanks to 
the Lecturers for the great benefits they have conferred upon the 
Students by the preparation and delivery of these Lectures. 

EXAMINATIONS. 

During the year two Examinations for Inspectors of Nuisances and 
one for Local Surveyors have been held in London, and Examinations 
for Inspectors of Nuisances have also been held at Bristol and Leeds. 
At these Examinations 307 candidates have presented themselves for 
examination as Inspectors of Nuisances, and eighteen as Local 
Surveyors ; 151 have received Certificates of Competency as regards 
their Sanitary knowledge to discharge the duties of Inspectors of 
Nuisances, and eight those of Local Surveyors. 
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Since these Examinations were first established, thirty-three exami- 
nations have been held, and 1,132 candidates have been examined, of 
whom 587 have passed the Examination for Inspectors of Nuisances, 
and 70 that for Local Surveyors. 

The Council believe that the new practice of holding Examinations 
in the provinces has done much to strengthen the position of the 
Institute and to awaken Local Authorities to the necessity of 
appointing duly qualified officers. An increasing number of Local 
Authorities prefer that their Inspectors should hold the Certificate 
of the Institute. 

During the year the Syllabus of the Examination for Inspectors 
has been revised and re-arranged to accord with the General Orders 
issued by the Local Gk)vernment Board, and the Council have now 
under consideration a further development of the Examinations. 

CONGEESS AND EXHIBITION. 

The Annual Congress was held at Brighton (by the invitation of the 
Town Council) under the Presidency of Sir Thomas Crawford, K.C.B. 

The Institute was very well received, and ample accommodation was 
provided for the meetings in the Buildings of the Boyal Pavilion, 
which were placed at the disposal of the Institute by the Corporation. 
Nearly 200 Members and Associates of the Institute were present, as 
well as 240 holders of Congress tickets, and invited guests. Vol. XI. 
of the Transactions already issued to the Members contains a full 
account of the papers read in the various Meetings. 

A Conference of Medical Officers of Health was held in connection 
with the Congress, and was well attended. 

A Conference of Inspectors of Nuisances was also held in connec- 
tion with the Congress, and was much appreciated by those Sanitary 
Officers as a means of discussing matters particularly connected with 
their duties. 

The Exhibition was held in the Dome of the Boyal Pavilion, and 
in the Corn Exchange, and was open eighteen days. It was visited 
by about 35,000 persons. There were 108 exhibitors, the Judges 
awarded twenty-three medals and sixty-seven Certificates, and sixty- 
sovon exhibits were deferred for further trial. 

PARLIAMENTARY WORK. 

Saggiest ions with reference to the Draft Public Health Con- 
solidation Bill woi^o sent to the Local Government Board. It was 
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also decided to petition against the Architects' Begistration Bill and 
against the Sanitary Begistration of Buildings Bill ; and in favour of 
the Housing of the Working Classes Bill and of the Infectious Diseases 
Prevention Bill. Suggestions on the Public Health Amendment Bill 
and on the Urban Sanitary Authorities further Extension of Powers 
Bill were prepared for the promoter for him to bring forward in 
Committee, 

ABEANGEMENT OE MUSEUM. 

The International Congress of Hygiene and Demography will 
meet in London in August, 1891. This is the first time that this 
important Congress has been held in London, and it was on an 
invitation given jointly by the Institute and the Society of Medical 
Officers of Health that the meeting was arranged to be held in this 
country. This interesting meeting will naturally attract con- 
siderable attention to the Institute and the Parkes Museum, and 
the Council felt it very important to place the Museum in good 
order before the meeting. "Want of funds has hitherto prevented 
the Council undertaking this much-needed work, and even now 
they would have been unable to devote an amount anything like 
adequate for the purpose. Under these circumstances Mr. Rogers 
Eield, to whom the Council are indebted for much other assistance 
given to the Museum, has generously offered to place at the dis- 
posal of the Council the sum of £250, which will suffice, not 
only to put the Museum in thoroughly good order, but also to 
make several very desirable improvements and to prepare and print 
a Catalogue. 

MUSEUM. 

During the year the Museum has been visited by about 9,000 
persons. 

Several appeals have been received from India and the Colonies for 
assistence in starting Sanitary Museums. 

Considerable use has been made of the Museum by Professors and 
Teachers for the purpose of practical demonstrations to their classes. 
Twenty-four classes of this kind have been held, mustering altogether 
276 Students. 

In July the Council decided to abolish all charge for admission, 
and to throw open the Museum entirely free to the public, except 
when meetings and lectures were taking place. 

B 
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LIBRAET. 

The use of the Library is steadily increasing ; during the year 
there have been 475 readers. 

252 Yolumes and pamphlets have been added to the Library 
during the year. A list of these will be found in Vol. XI. of the 
Transactions. 

BY-LAWS. 

A slight alteration has been made in the By-laws relating to the 
supply of publications to Associates, and revised copies have been 
issued* 

EPITOME OF EEGISTERS OF MEMBEBS AND 

ASSOCIATES. 

Hon. 
Fellows, Fellows. Members. Associates. Total 

Dec. 31, 1889 — 134 416 211 761 

Elected +28 +19 +47 +128 +222 

Transferred .... — — -19 -5 -24 

Eesigned — — -9 -4 -13 

Erased — — -8 — -8 

Dead — -2 -4 -1 -7 

Dec. 31, 1890 28 151 423 329 931 

The Council are glad to note this rapid and continued increase in 
the Institute. 

It is with much regret that the Council have to report the death 
of the veteran Sanitarian, Sir Edwin Chad wick, K.C.B., and of 
Dr. W. Pearce Fellows, S. J. Barber, H. Branthwaite, Viscount 
Templetown, and J. H. Walker, Members ; and T. Thomas, Associate. 

FINANCIAL STATEMENTS. 

The Council append to this report a complete statement of the 
Income and Expenditure for the year ended December 31st, 1890, 
with a separate statement of the Income and Expenditure connected 
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with the Brighton Exhibition, also a general Balance Sheet, 
December Slst, 1890. 

With reference to the deficit on the working of the year 1889, 
shown in the last report, special donations were made by the 
members of Council and Officers amounting to £4:7 Q 15s., and 
this, with a reduction made in the cost of the Transactions, has 
almost covered the deficit. The year's working for 1890 shows a 
profit balance of £234 6s. lid. 

The Council consider that this satisfactory improvement in its 
financial position is an evidence of the increasing utility of the work, 
and the status of the Institute. 

DouaLAS Gjllton, K.C.B., 

Chairman of Council, 

E. White Wallis, Swretary, 
llth March, 1891. 
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MODEL DWELLINGS IN LONDON, AND 
OVERCROWDING ON SPACE. 



By Louis Parkes, M.D.Lond, 



Read at a Sessional Meeting^ February lliA, 1891. 



Every year in London, a larger number of people are being 
housed in blocks of Model Dwellings. Twenty years or so ago 
the number of such dwellings was comparatively small, but now 
— ^wing to the demolitions which have been, and still are being, 
carried out in the more central and crowded districts of the 
metropolis, and to the necessity imposed by Parliament upon 
the local authorities, railway and other public companies, to 
re-house a portion of the working classes displaced — model 
dwellings have sprung up, and are still being erected, at a rate 
which means that before very long a considerable proportion of 
the industrial classes will be housed in this kind of tenement. 
At the present time about 20,000 people are now housed in the 
buildings of the Peabody Trust, and about 30,000 in the 
buildings of the Improved Industrial Dwellings Company. 
These are two of the largest associations ©wning buildings in 
London, but there are many other blocks ©f model dwellings 
belonging to other companies and private individuals. 

The crowding on space which these lofty blocks entails is at 
once understood when it is stated that in such dwellings in 
London the number of inhabitants per acre averages 1 200, or 
nearly 30 times the number per acre for the metropolis as a 
whole. Dr. Farr, many years ago, pointed out the relationship 
which existed between density of population and a/high death- 
rate. We now know that such a relationship is uot invariable, 
and the statistics of certain of the large companies and 
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charitable trusts owning numerous blocks of Artizan Dwellings 
in London, show that a certain amount of crowding on space is 
permissible if the dwellings are well designed, well constructed, 
and well ventilated, and that a fair standard of health is 
maintained under such circumstances. The statistics, showing 
a very low death-rate, published by some of the companies can, 
however, only be accepted with a certain amount of reserve, as 
corrections are by no means generally made for an age- 
distribution of the population of tne dwellings which is favour- 
able to a low death-rate, and the numbers of the inmates who 
die away from their homes in hospitals and infirmaries is not 
always included. The favourable age-distribution is shown by 
the high birth-rate prevailing in the dwellings, which indicates 
a population consisting largely of adults of less than middle age, 
with their families of children. Thus in the Peabody Buildings 
the birth-rate for 1889 was 39 per 1000, which is 8-7 per 1000 
above that of all London for the same period. The death-rate 
was 16*49 per 1000, which is 0*96 per 1000 below the average 
of London. This death-rate is inclusive of deaths in hospitals, 
which constituted 14 per cent, of the total deaths. The 
Improved Industrial Dwellings Company, for the year ending 
June 30th, 1889, show a death-rate of only 11 per 1000, whicn 
is 6"6 per 1000 below that of London, and a birth-rate of 
35*2 (4*5 per 1000 above London generally), but the death- 
rate is apparently not corrected for deaths in hospitals. In 
these dwellings the correction for hospital deaths would pro- 
bably raise the death-rate from 11 to 13 per 1000, and the 
correction for age-distribution would probably necessitate the 
addition of another 3 per 1000, raising the death-rate to 16 per 
1000, when comparison may justly be made with London 
generally or other urban populations. 

In return for the closer aggregation which the inmates of 
model dwellings are subjected to, they get generally a superior 
accommodation in rooms, in sanitary conveniences, in facilities 
for washing their bodies and clothes, in freedom from street 
noises, and in enclosed courtyards where the children can 
play free from the dangers of crowded streets. Whilst 
many very satisfactory blocks of model dwellings have been 
erected by such bodies as the Improved Industrial Dwellings 
Company, the Peabody Donation Fund, the Commissioners 
of Sewers, some of the Railway Companies, &c., there are still 
a considerable number now existing which are models only of 
what is bad in design and undesirable in arrangement. 

In this paper it will be necessary to restrict myself to one 
aspect only of the subject, namely, the outside air space and 
ventilation of the blocks, as bearing most directly on the 
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question of overcrowding on space. I examined recently some 
parallel rows of blocks of model dwellings in Shoreditch. The 
buildings are five storevs in height, and front upon streets only 
nineteen feet wide, between the backs of the blocks is a 
courtyard only 12 feet in width. The rooms on the two lower 
floors of these dwellings, which are let as separate tenements, 
are nearly dark even at mid-day in winter, and are entirely cut 
off from any wholesome current of air. These dwellings are 
by no means isolated specimens, and instances might be 
multiplied from all over the metropolis of lofty blocks placed 
close together, and surrounding on all sides scanty courtyards, 
which constitute immensely tall and narrow shafts or wells 
from which the inner rooms of the blocks derive all their light 
and air. In many cases that I have seen I have had no 
hesitation in condemning these tenements as unfit for human 
habitation by reason of want of light and air. The reason for 
this crowding of lofty buildings on inadequate sites is, of course, 
that the cleared land in the more central parts of London is so 
valuable, that unless a very large number of persons are housed 
on the site, the owner does not realise the profits he thinks 
himself entitled to, . 

As it is now generally conceded that back-to-back houses 
without through ventilation, and rooms facing narrow enclosed 
courts in which the atmosphere is always sunless and stagnant, 
exercise an unfavourable influence on health, and tend to produce 
an excessive mortality from phthisis, respiratory diseases, 
diarrhoea, and zymotic diseases generally, it will not be necessary 
for me to detain you on this subject, which has been very 
carefully investigated for the Local Government Board by Dr. 
Barry and Mr. Gordon Smith, in a report upon Back-to-Back 
Houses (1888), and by Dr. Ransome, F.K.S., in various papers 
on the relationship between phthisis prevalence and over- 
crowding in Manchester and Salford. 

It becomes now necessary to inquire if the sanitary Acts 
applicable to the metropolis were, or are, capable of preventing 
this evil, which is an increasing one, and one threatening 
gravely the future public health of this city. It is also one 
with which the public generally is not yet acquainted, as the 
erection of model dwellings for the working classes is popularly 
supposed to provide the proper remedy for the unhealthy areas 
and dilapidated houses included in schemes of clearance. 

Prior to the year 1855 there was nothing to prevent houses 
being built back-to-back, t.e., without any intervening open 
space whatever. In 1855, the Metropolitan Building Act came 
into force. Section 29 of which enacts that every new building 
to be used as a dwelling-house must have in the rear, or on the 
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Side of it, an open space exclusively belonging to it of the extent 
of at least 100 square feet, unless all the rooms can be lighted 
and ventilated from a street or alley adjoining. That is to say, 
a mere open space, 10 ft. by 10 ft. it might be, no matter what 
the height or width of the building, whilst the comer houses of 
streets whose rooms can be lighted from two aspects, need not 
have any open space at the rear at all. The extent of open 
space here insisted on is of course ludicrously insufficient, yet 
this clause was the only one in force relating to the air space of 
dwellings until 1862, when an amending Act was passed con- 
taining a clause (Section 85), which enacted that no building 
was to be erected on the side of any new street of a less width 
than 50 feet, which exceeded in height the distance across the 
street from house to house, unless the consent in writing of the 
Metropolitan Board of Works was obtained. Here, then, at 
last is a recognition of the principle that the height of a build- 
ing must have some relation to the amount or open space in 
front of it ; but at the same time nothing was done in this Act 
to increase the amount of open space to be compulsorily left in 
the rear of a building, and the clause itself only applies to 
streets newly laid out. 

Matters remained thus until the year 1882 (twenty years 
later), when it came to be recognised that perhaps it would be 
as well for the open space in the rear of houses to have some 
relation to their width (not their height), and it was enacted in 
another amending Act (Section 14) that every new building to 
be used as a dwelling-house and erected upon a site not 
previously occupied by a building, shall have, unless the 
Metropolitan Board of Works otherwise permit, directly 
attached to the rear of it an open space exclusively belonging 
to it of the following extent. 

Frontage of building — 

Not exceeding 15 ft., open space shall be 150 sq. ft. at least. 
V 20 „ „ „ 200 ,y „ 

„ ^ 30 „ „ „ 300 „ „ 

Exceeding 30 „ „ „ 450 „ „ 

It was also enacted that this open space shall be free from 
any erection thereon above the level of tne ceiling of the ground 
floor storey, and shall extend throughout the entire width of 
each building at the rear of it. 

This clause, then, enforces open space in the rear of houses 
built on ground not formerly built on before 1882, according 
to the amount of frontage width of the building, but specifies 
nothing in relation to the height of the building. At the 
present day in London, a builder who had bought land 
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cleared of buildings erected before 1882, could build blocks 
of model dwellings of any height up to 90 ft.,* provided 
the street was laid out before 1862, and could then build 
parallel blocks behind them of any height up to 90 ft. and 
separated from the first blocks by a number of wells 20 ft. by 
10 ft. at the bottom, the front and back blocks being attached 
to each other back-to-back, except where the wells intervened, 
there being necessarily one well for each set of tenements divided 
from its neighbours by party walls (Metropolitan Building 
Act, 1855, Sect. 27). Not only would there be nothing 
to prevent a builder perpetrating such a building enormity 
as this, but the wells of 200 square feet could be covered 
by sheds extending as high as the ceiling of the ground floor 
storey. 

We have, then, considerable reason to be grateful, that 
greater advantage has not been taken of the absence of any 
sufficient requirements in London for open space around 
dwellings, by the private individuals and companies who have 
undertaken the erection of Artizans' Dwellings. A great 
many faulty dwellings and blocks, obstructive of air and light, 
do exist, but matters might very well, in the absence oi all 
reasonable restrictions, have been very much worse. It may be 
as well perhaps to consider the reasons why many industrial 
dwellings are hot worse off for light and air than we know they 
actually are. In the first place, there is a limit beyond which 
the people who are to inhabit the model blocks will not permit 
themselves to go, even in their desire to be near their work. 
It is well known that the working classes themselves are averse 
to living in what they consider barracks, if they can get equally 
good accommodation in ordinary dwelling houses close at hand. 
The rules and regulations of the model dwellings are not always 
to their liking, and if in addition they find that artificial lignt 
has to be used by day all through the winter months they will 
not on any consideration become tenants of such rooms. 
Consequently a builder would make a financial mistake, who 
should construct a large number of tenements which he could 
not sell or let at any price. At present the people have a 
considerable choice of where they shall live ; but it must not be 
forgotten, that with the increasing demolition of small insanitary 
house property, which will surely result from the operation of 
the new Housing of the Working Classes Act of 1890, under 
the direction of the London County Council and the Vestries, 
and from the immense extension of business premises in the 



* fiy the London Council (General Powers) Act, 1890, Section 36, the height 
of buildings exclusive of roofs and turrets must not exceed 90 ft. 
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more central districts, a time will come when many of those who 
must live near their work will have no option except to hecome 
tenants of the model dwellings, and many will perforce be 
compelled to occupy the tenements which they now regard with 
so much aversion. 

In the second place, although the sanitary authorities have 
no power to control the faulty building in course of erection, 
they can, as soon as the tenements are occupied, take steps to 
have them closed as unfit for human habitation, should the 
Medical Officer of Health consider the absence of light and air 
a sufficient reason for the case to be taken before a magistrate ; 
and the fear of this being done must have operated in many a 
case where the owner was not influenced by any higher 
consideration than his own profit in the erection of dwel- 
liners. 

Thirdly, a considerable proportion of the model dwellings 
in London have been erected by charitable Trusts, and by 
Companies presided over by men of eminence in the philan- 
thropic world, whose desire has been to' provide good accom- 
modation, and to ensure no larger dividends than four or five 
per cent, on the outlay. The dwellings, also, now provided 
by the railway companies for people displaced to carry out 
their extensions or improvements, have to be surveyed and the 
plans passed by an official appointed by the Home Secretary, 
whose business it is to see that overcrowding on space is not 
carried to any great extent. 

Still, notwithstanding these considerations, as has already been 
stated, many model buildings now exist, providing tenements 
absolutely unfit for human habitation by reason of want of light 
and air, and there is nothing to prevent the continued erection 
of such buildings, and their even closer crowding as land be- 
comes year by year more and more valuable.* 

The operation of the Housing of the Working Classes Act 
is likely to increase and perpetuate the evil in this way, viz., 
that houses closed and subsequently demolished by the action 
of the Vestry alone, will very likely be replaced on the old 
site or sites by model dwellings of a bad kind ; for Section 34 
of Part II. of the Act is too vague in its terms to be of much 
use to prevent the erection of such structures. The section 
reads : — " Where a building has been so taken down and 
removed, no" house or other building or erection which will be 
dangerous or injurious to health shall be erected on all or any 
part of the site of such building ; and if any house, building, 
or erection is erected contrary to the provisions of this section, 
the local authority may at any time order the owner thereof 
to abate the same, and in the event of non-compliance with 
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the order, may at the expense of the owner abate or alter the 
same." Of course if the owner demolishes of his own accord, 
without waiting for the Vestry's order, this section does not 
apply at all. 

With regard to the unhealthy areas cleared by the action of 
the London County Council and compulsorily acquired, there 
is no reason to fear that the evils got rid of will be replaced 
by others, for which they are intended to provide a remedy. 
The County Council, in the case of the Boundary Street area 
in Bethnal Green, will only sell the land under certain con- 
ditions. These conditions are that the blocks of dwellings to be 
erected shall not exceed 40 ft. in height (four storeys), and that 
parallel blocks shall be separated from each other by an open 
space clear from the ground of at least 40 ft. in width (the 
heiffht of the buildings). The new streets will be forty feet in 
width, and the blocks will run almost due north and south, so 
as to admit the maximum amount of light to all the tenements 
equally ; also the courtyards between the blocks will be left 
entirely open at each end, unobstructed by any cross buildings. 
Of course the land sold under these conditions cannot fetch 
anything like the price which would accrue if sold free from 
restrictions. Hence the cost of the scheme to the ratepayers. 
A precedent having been created in this respect by the present 
London County Council, we may well hope that future Cfouncils 
will not depart from it. It is far better in every way that the 
present generation should provide the proper remedy for the 
evils in housing which it finds to exist, and not leave a further 
legacy of sanitary neglect to future generations, which they 
may well find even more difficult to cope with than the 
present population does those handed down by its prede- 
cessors. 

In 1885 the Royal Commission on the Housing of the 
Working Classes had under consideration the statutory pro- 
visions in force in the metropolis with regard to the height of 
buildings and the space about buildings for the purpose of 
securing a free circulation of air. The Commission recom- 
mended (1) That upon the lines of the existing enactments in 
the Acts of 1862 and 1878, rules of more general application be 
framed to control the height of buildings in relation to the 
open space which should be required to be provided in front of 
the buildings, either in the form of land exclusively belonging 
to each building and kept free from erections, or in the form of 
an adjoining street. (2) That in the rear of every new dwelling 
house or other building, and whether in old or in new streets, 
there be provided a prpportionate extent of space exclusively 
belonging to the dwelling house or building ; that this space be 
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tree from erections from the ground level upwards ; that it ex- 
tend laterally throughout the entire width of the dwelling house 
or building; that for the distance across the space from the 
building to the boundary of adjoining premises a minimum be 
prescribed ; and that this minimum increase with the height of 
the dwelling house or building. 

Thus six years ago the Royal Commission well and concisely 
summarised the pressing requirements for securing adequate 
open spaces to houses in London ; but since then nothing has 
been done. Neither the old Metropolitan Board of Works nor 
the new County Council ever had, or now have, the power to 
frame bye-laws for the open spaces about new houses, which 
was conferred upon all Urban Sanitary Authorities outside 
London, sixteen years ago by the Public Health Act of 1875 
(Sect. 157). By the Metropolis Management Act Amendment 
Act, 1878, the Metropolitan Board of Works was given power 
to make bye-laws for the foundations, sites, and materials of 
new houses, so as to secure stability, prevention of fires, and for 
purposes of health, but the amount of open space around houses 
was not included ; and this, be it remembered, three years after 
the passing of the Public Health Act, which expressly gave 
such powers outside London, 

Why should London have been so long neglected in this 
way ? Surely, with its immense population and enormous area, 
it ought to have as much air space around its houses as 
provincial towns. The air of London generally is not so pure 
that we can put up with a very small amount of it, on the 
principle that quality makes up for quantity. The necessity 
for sufficient air space has been recognized for fifteen years by 
the Legislature, but London is allowed to drift on in the old 
manner. The land, perhaps, is more valuable in London than 
in most provincial towns, but if reasonable restrictions on the 
rights of property are necessary in provincial towns to safe- 
guard the health of their populations, they are surely 
equally desirable in the interest of public health in the 
metropolis. 

An opportunity will be afforded this year, let us hope, of 
rectifying the disability so long cast upon the metropolis. In 
the Public Health Act for London, which is to consolidate and 
amend all existing metropolitan sanitary legislation, a clause 
should be inserted giving the County Council power to frame 
and enforce bye-laws for all new buildings, " with respect to 
the sufficiency of the space about buildings to secure a free 
circulation of air, and with respect to the ventilation of 
buildings." The bye-laws, when made, would have to be con- 
firmed by the Secretary of State, and then London would stand 
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very much on the same footing as regards its new buildings, as 
the hitherto more fortunate provincial towns. 

The accompanying table snows the bye-laws * for open space 
around new domestic buildings now in force in five cities 
(Manchester, Brighton, Birmingham, Liverpool, and Newcastle), 
which have probably done more than any other towns in this 
country in clearing unhealthy areas, and providing for the 
erection of improved dwellings for the industrial classes, 
Glasgow excluded, but Glasgow has not at present any bye-laws 
bearing on this question. It will be seen that the bye-laws of 
Brighton and Manchester are founded very closely upon the 
model bye-laws of the Local Government Board, but those of 
Brighton actually require more open space than is suggested by 
the Local Government Board as desirable. The Birmingham 
bye-laws are similar, but there is the very important limitation 
of the regulations to houses the net rateable annual value of 
which will not exceed £20. Consequently, model dwellings 
will be excluded from the application of the bye-laws, as the 
rateable annual valuQ of a block of tenements included between 
two party walls would far exceed the £20 limit. There is also 
a clause in the Birmingham bye-laws which the Local Govern- 
ment Board very rightly objects to on principle, namely, the 
discretionary power on the part of the Town Council to modify 
the application of the bye-laws in particular instances, thereby 
introducing an element of uncertainty prejudicial to the carrying 
out of the regulations, and exposing the Town Council to 
charges of unfairness in its dealings with individuals. It should 
also be noted that a possible considerable sacrifice of property 
is made a reason for not enforcing the regulations. These 
limitations are contained in the older Bye-laws of 1876, and are 
not in those of 1887, and it is very probable that the Local 
Government Board refused to sanction them when re-introduced 
into the new bye-laws for 1887 ; hence the retention of these 
clauses in the form of an appendix to the new bye-laws. 

The Liverpool bye-laws provide for a less open space in the 
rear of new domestic buildings, and exclusively belonging to 
them, than is sanctioned by the Local Government Board, and 
allows nine feet of the prescribed minimum width to be taken 
into account from an adjoining street. In certain cases also 
the open space may be at the side, and not in the rear of the 
house. In most bye-laws the height of the house is to be 
measured from the ground level to the level of half the vertical 



* Copies were kindly seot me by the Medical OflScers of Health of Man- 
chester, Brighton, Newcastle, Glasgow, and Birmingham, and by the City 
Engineer of Ldverpool. 
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* These regulations only appl^ to houses, the net rate- 
able annual value of which will not exceed £20; and 
when thorough ventilation of such open is secured, or 
when on the re-erection of buildings within the Borough, 
these dimensions cannot be adhered to without consider- 
able sacrifice of property, they may be modified in 
special cases at the discretion of the Town Council. 



The open space may be at the side of the house, and 
not in the rear, when the back of the house has a window 
in each storey, opening to a street not less than 9 ft. 
wide. Unless the open space at the rear is of an aggre- 
gate extent of «500 square feet, it must on three sides 
adjoin an open space of another dwelling-house, or 
adjoin a street. 



These regulations do not apply to new dwelling-houses 
erected on a site previously occupied by a dwelling-house, 
unless the former house had an equal or greater extent 
of open space at the side or rear. Where the open space 
was less in extent than that required by the regulation, 
then the open space for the new house must not be less 
than that which previously existed. In the case of 
dwelling-houses built prior to 1871, and having open 
spaces not greater than that required by the regulation, 
these open spaces are never to be built upon, except with 
the approval of the corporation. 
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height of the roof, or to the top of the parapet, whichever is 
the higher ; but in Liverpool the height of the back wall from 
the ground to the eaves of the roof need only be taken into 
account. It is preferable to measure the open space in front 
of the house to the centre of the street, as is done in Brighton 
and Liverpool ; otherwise the sacrifice of land falls only upon 
the owner, who rebuilds first on one side of a street of less 
width than twenty-four feet, ai\d th6 owner of the opposite 
houses retains his original line of frontage when his turn comes 
to rebuild. 

The Newcastle-upon-Tyne Bye-laws are very deficient, as 
there is no regulation for a minimum open space in front of a 
house, nor for the depth of open space in the rear according to 
the height of the building. The limitations also practically 
restrict the amount of open space to be left in the rear of new 
dwellings upon old sites to what existed prior to the passing of 
the Acts, and the regulation for preventing the building over 
open spaces in the rear of old buildings is bad in law if included 
in bye-laws for new buildings, as such regulations are ultra vires 
when included in such bye-laws, as the case of Tucker v. Kees 
shows. 

The diagrams A, B, C, D, are intended to show (A and C) 
the minimum amounts of open space in front and rear of new 
model dwellings allowed by the model bye-laws of the Local 
Government Board, such as have been adopted in Brighton and 
Manchester, whilst in London the possible arrangement of such 
buildings on the same amount oi space is shown (B and D). 
Each block is 30 feet deep, has a frontage of 50 feet, and is 
five storeys in height — the height of the building measured 
from the ground to half the vertical height of the roof is 
55 feet. Each block might have four sets of tenements of 
two rooms each on each floor — ^two tenements in front and two 
at the back of the block ; allowing for a family of four in each 
tenement, this would give the population of each block as 80, 
or in the two blocks IGO, or in three blocks 240. In the two 
blocks erected on such a site in Brighton or Manchester, the 
density of the population per acre would be 1040, whilst in 
London the three blocks would give a density of 1560 per acre 
— in each case half the area of the adjoining streets is included. 
In Brighton and Manchester 54 per cent, of the area included 
between the front walls of the opposite blocks would be covered 
by buildings, whilst in London 82 per cent, of the area would 
be covered by buildings. In the London blocks 40 per cent, of 
the rooms would be so devoid of light and air as to be practi- 
cally uninhabitable, that is to say, all the inner rooms facing 
the 10 feet wide shafts below the two upper storeys. 
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Percentage of site Density Percentage of 

coyered by buildings, per acre« uninbabitable rooms. 

Brighton or 7 ^^ ^^^^ ^ 

Manchester j 

London ... 82 1560 40 

This diagram illustrates a defect in the requirements of the 
Model Bye-laws, viz., that whilst the open space at the rear of 
the new buildings must vary^with the height of the buildings 
up to 35 feet, and can in no case be less than 50 feet wide for 
opposite buildings exceeding 35 feet in height, the minimum 
open space in front is fixed at 24 feet, and in streets so narrow 
as this there is no limitation of the height of the buildings. 
The tendency in large towns is to increase the loftiness of the 
buildings, and it is surely desirable that in all streets less than 
40 or 50 feet in width, the height of new buildings should bear 
some proportion to the width of the street. 

In this diagram the London model dwellings are supposed to 
be erected on the sides of streets laid out previously to 1862, 
and on sites formerly occupied in whole or in part by buildings, 
such for instance as constitute nine-rtenths of the sites on which 
model dwellings have been, a;nd are likely to be, erected for 
many years to come in the metropolis. 



Dr. Paekes, at the conclusion of his paper, moved : — 

"That this meeting, recognising the necessity for securing a greater 
amount of open space around new buildings in London, in the interest* 
of public health of the metropolis, hereby recommends the Council 
of the Sanitary Institute to petition the President of the I^ocal 
Government Board to insert in the Bill for amending and consolida- 
ting the Sanitary Acts in London, a clause empowering the Loudon 
County Council to frame and enforce bye-laws for new buildings in 
London in respect of sufficiency of air space, to secure a free 
circulation of air about them, and the proper admission of light to 
the rooms." 

Sir Douglas Galton, K.C.B. (London), in putting the resolution, 
observed that he thought the high rents asked in London arose in a 
considerable measure from the license allowed to property owners to 
crowd lofty buildings on a small space of ground. 

Mr. K. M. Beachckoft (London), Vice-Chairman of the Housing 
of the Working Classes Committee of the London County Council, 
seconded the resolution, and suggested as an alternative that a 
petition might, if thought desirable, also be presented to the London 
County Council urging an amendment of the Building Acts. He 
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quite agreed with the mover that considerable objection was enter- 
tained among the working classes to barrack buildings, but thought 
the only practical remedy for overcrowding on space was the removal 
into the suburbs of a large proportion of the population from the 
congested districts, and the immediate provision, on a comprehensive 
scale, of satisfactory cottage accommodation under proper regulations 
in the outskirts of London. 

Mr. Shiblet Mtjbpht (London), thought that the author of the 
paper had put forward very clearly what the wants of London really 
were, and he thought it would be very desirable if we could have in 
London the power of dealing with the question of air space about 
houses by bye-law. At present it is permitted, under certain condi- 
tions, to build houses without any space at their rear and without 
through ventilation. He could assure the meeting that the London 
County Council were not unmindful of the importance of the question 
of air space about houses, and in Mr. Uitchie we had a minister 
who had shown great interest in public health questions ; he hoped, 
therefore, London would not continue long in the disadvantageous 
position it now occupied. The height of rooms was also a question 
that needed attention. With regard to the price of land in London, 
which had been referred to, he had been informed on good authority 
that with the exception of the city and special districts such as Charing 
Cross, it was not higher than in other large towns. 

He ended by proposing a vote of thanks to Dr. Farkes for his 
paper. 

Mr. Keith Young, r.E.I.B.A. (London), seconded the vote of 
thanks, and said that he considered that the height of buildings 
should be so proportioned to the width of the street, that the light 
could enter all the windows, at an angle of not less than 45 degrees. 
He pointed out that many of the larger blocks of model dwellings 
are to all intents and purposes back to back houses, which are so 
universally condemned. Li some cases buildings were 60 feet high 
and separated by courts only 18 feet wide, and these courts were 
*' culs-de-sac.** The bye-laws made under the Building Act Amend- 
ment Act require, in all cases of new buildings, that the site, if not 
previously built upon, should be covered with concrete, but if a man 
pulls down an old house when the ground is contaminated by all sorts 
of accumulations, he can re-build it without being bound to protect 
the inhabitants by such an impervious stratum. 

Dr. G. V. PooEB (London), thought that the overcrowding on space 
was the most important of all sanitary questions. The cause of the 
overcrowding on space in large towns was, he said, water under pressure 
which enabled people to get water to the top of large buildings and 
also to wash away the refuse from the town. Huge blocks of build- 
ings were being erected in all our towns, nobody interferes, and it is 
thought that the public health will not suffer. But it must be 
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perfectly evident that in all cases of aiivbome infection, tlie putting of 
people on the top of each other and under one roof, must enormously 
increase the risk. Take for example the influenza in the beginning 
of 1890, which was essentially an air-borne disease. From a table of 
corrected death rates given in the British Medical JouvtmI for May 
10th 1890, for the first three months of 1890 it would be found that 
the death-rate for the whole of London was only slightly raised, while 
in the seven central districts of London, having a population of 
270,000, it ranged from 26*7 to 38*8, and the total births in these dis- 
tricts during the three months was 2,012, and the deaths 2,153, 
showing that in this metroplis of ours during those three months the 
deaths, in the central districts, exceeded the births by 141. He 
then pointed out some of the evils likely to arise from cases of infec- 
tious diseases in the fashionable mansions or fiats. He next alluded 
to the absence of light in London, which made it necessary to burn 
candles in the day-time, which was another evil caused by overcrowding 
on space, as these enormous buildings of mansions and fiats largely 
increased the amount of smoke poured into the atmosphere within a 
given area. He believed that this question had a very considerable 
relation to social and labour questions. Most people, he said, were 
of opinion that there ought to be no underground dwellings, but, as 
a matter of fact, the servants of those who held such opinions were 
housed below the level of the street. What he thought should be the 
rule was that the curtilage of every house should bear a definite 
proportion to the cubic contents. 

Mr. Peecital Gobdon Smith, F.E.I.B.A. (London), said that in 
London it was not impossible, under the present Act«, to build new 
back-to-back houses. The only provision on the subject is, that all 
rooms must be lighted and ventilated from a street or alley adjoining, 
and thus, if a common lodging house, for example, were built with 
rooms of excessive depth and lighted and ventilated from a street in 
front only, it could not be condemned, although it would be actually, 
or equivalent to, a back-to-back dwelling. As to the height of houses, 
he was very much amazed at the provisions of the Act of last year, as 
he could hardly understand it being necessary to place a limit on the 
height of buildings, while allowing anyone to erect them so high as 
90 feet, with two storeys in the roof in addition, 

Mr. Feancis Hoopbe, A.E.I.B.A. (London), considered that the 
diagram exhibited amply illustrated the impotence of existing building 
legislation in London to secure curtilage around the lofty tenement 
buildings sufficient to ensure their enjoyment of a full complement 
of light and air. When houses are reconstructed in old streets, it is 
at present the habit to leave to adjacent private owners of property 
the vindication of prescriptive rights to light and air, and to ignore 
the public interest in these necessary commodities. Hence it follows 
that when private owners agree to pecuniary compensation for their 
losses, the public become the sole losers. Mr. Hooper contended that 
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the plans of buildings to be erected specially for the occupation of 
artisans in crowded districts should be submitted for the approval of 
some competent authority, such as would forbid the erection of build- 
ings the like of which are a disgrace to the metropolis. It should be 
more generally recognised that abundant light and ventilation is as 
indispensable in staircases and approaches as in the actual living 
rooms of such thickly populated buildings, both for the moral and 
physical well-being of the tenants. 

Mr. W. Whitb, F.S.A. (London), thought that some definition 
was needed with regard to the amount of light and air. In Wake- 
field they have rules which limit the smallness of windows to the tenth 
part of fioor area. In all habitable rooms windows must have half 
their area made to open, and they must open to at least 7 feet 6 inches 
from the floor. He thought that this point had not hitherto received 
the attention of those concerned in framing the Building Act. He 
thought that if the angle of 45 degrees for light were insisted upon, 
it would be most desirable. But he did not see how it would be 
possible. This alone would soon spread London into the country. 

Mr. H. B. CoLLnrs, B.N. (London), said that the fittings of 
windows and doors, and smoky chimneys, in the large workmen's 
buildings were very much complained of, and he thought it strange 
that Architects could not build dwellings with chimneys that would 
not smoke. 

Mr. D. BiCHABDS (London) thought it was a question whether 
the density of the population was better upwards or spread over the 
ground. In the matter of ventilation he thought, that in high blocks 
of buildings the open windows of the upper rooms would necessarily 
receive the impure air coming out of the lower windows, and he 
thought that smaller houses and narrower streets were better. 
Shorter hours of labour and a cheaper railway system were wanted to 
get the people into the country. 

The resolution was then put by the Chairman and carried unani- 
mously, and a vote of thanks to Dr. Parkes was also carried. 

Dr. Louis Pabkbs (London), in acknowledging the vote of 
thanks, said he thought that the power to frame bye-laws, if entrusted 
to the London County Coumcil, would meet the necessities of the case 
better than the insertion of clauses in amended Building Acts. The 
standard suggested by Mr. Keith Young, that all living rooms should 
receive light from the sky at an angle not greater than 45 degrees, 
was a valuable one, and was one to be striven for, even if it was 
necessary to be content with something less for the present. He did 
not think it was practicable to endeavour to abolish the occupation of 
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cellars and underground sleeping rooms, bat something might now be 
done to increase tbe stringency of the clauses regulating the con- 
dition and construction of such dwellings. He agreed with Mr. 
Gordon Smith, that the present limit of the height of houses in the 
metropolis to 90 feet, with two storeys in the roof and excluding 
turrets and towers, was allowing far too great a height. The new 
block of buildings at Knightsbridge was an instance of the extensive 
overshadowing of neighbouring structures, produced by buildings of 
such enormous altitude. More or less lofty blocks of artisans' dwell- 
ings in large cities were a necessity of the times. That such buildings 
could be* made into healthy houses for the working classes was 
evident from the experience of the Peabody Trust. What was 
required was, that suitable restrictions should be in force to prevent 
the too great ie^gregation of the blocks, and the excessive overcrowd- 
ing on space with all its sanitary evils. 
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THE PREVENTION OF INFECTIOUS DISEASE, 
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ABSTRACT. 

The origin or cause of "communicable" disease is alike in 
animal and plant, the cause in each being minute life-forms 
preying upon larger and higher lives. These microscopic 
parasites are known by the general term of ** micro-organisms," 
and include a vast number of genera and species. The great 
majority of micro-organisms which swann in air, water, and soil, 
are not disease-producing, but others are, and it can be proved 
that a few, originally innocent, may, by being placed under 
certain conditions, in the course of a few generations produce a 
parasitic, malignant race, endangering the life of the animal 
which they attack. Since the origin of communicable disease 
is practically the same throughout the world of life, so the laws 
of communicability, and the methods of prevention, are in their 
essence ever the same. 

Communicable human diseases cannot in the present state of 
science be classified as yet on a really scientific basis, but the 
following may serve the purpose for a time : 1, Eruptive fevers^ 
e.0.j small-pox, measles, scarlet fever, typhus ; 2, Diseases 
affecting the Nervous system^ e.g.y rabies, tetanus, whooping 
cough ; 3, Diseases affecting the Organs of Respiration^ e.g.* pneu- 
monia ; 4, Septiccernic maladies^ e.g.j septicaemia, erysipelas, 
diphtheria; 5, Tubercular diseases; 6, Miliaria; 7, Diseases 
affecting the Intestines^ e.g,^ cholera, typhoid fever, diarrhoea, 
dysentery. 

There are three ways by which communicable diseases can 
enter the system : the infective particles must be either breathed, 
swallowed, or inoculated. If infectious diseases were classified 
simply from the point of view of contagion, they might be 
arranged thus : — 1, those which enter with the breath and 
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attack the lungs or the mucous surfaces of the throat and air 
passages : phthisis, small-pox, measles, typhus, whooping cough, 
diphtheria, malaria, pneumonia ; 2, those that are swallowed : 
scarlet fever, pneumonia, cerebro-spinal meningitis, (cancer?) 
tuberculosis, cholera and diarrhoea, dysentery, leprosy; 3, dis- 
eases inoculated : rabies, tetanus or lock-jaw, erysipelas, anthrax, 
tubercle, cancer, syphilis, leprosy. 

It will at once be noted that some of the maladies appear in 
more than one group. For instance, tubercle may be acquired 
by sucking it in with the breath, by taking it into the stomach 
in tuberculous meat or milk, and bv inoculation. Nor is this a 
mere idea, it is founded upon experiment ; Koch has produced 
a tuberculosis of the guinea pig by causing it to breath dust 
impregnated by tubercle. In a similar way it has been proved 
that milk drawn from the tuberculous udder of a diseased cow is 
likely to produce tuberculosis. And lastly, tubercle inoculated 
under the skin of almost any animal promptly shows its effects. 

In these experiments it has also been shown that, as a rule, 
when tubercle-contaminated dust is breathed the disease pri-. 
marily affects the lung ; when tuberculous matters are swallowed 
the first beginnings of the malady are to be found in the intes- 
tines, or the membrane covering them (Tabes mesenterica) ; 
and when the infectious matter is inoculated the tubercle is 
generalised. Hence from these experiments we obtain impor- 
tant information as to the way in which a person has probably 
been infected, if the seat of the beginning of the disease is 
ascertained at a sufficiently early stage. 

I have also put pneumonia under two headings, believing 
that it may be acquired by the breath, and also by taking food 
which is in some way specifically infected. That the infectious 
pneumonia is communicable by food may be suspected, by 
the experimental fact that mice fed on bread contaminated 
with pneumonic sputum become affected with pneumonia. I 
have also seen a limited and extraordinarily fatal outbreak of 
pneumonia sweep away almost all the members of a family, and 
had good evidence to suspect contamination of their food. 

It ought, on theoretical grounds, to be easiest to prevent the 
class of diseases which are conveyed by inoculation ; next, those 
which are most commonly swallowed, such as cholera and 
typhoid ; and lastly, most difficult of all to prevent, those in 
which (e.g,, typhus) the disease we may presume is inhaled. 

The records of epidemics do not, however, lend much support 
to this theory, possibly because until quite recently no preven- 
tive measures have been taken on these lines. For example, if 
we hold that phthisis is mostly inhaled, tabes swallowed, it 
ought to be far easier to prevent tabes than phthisis. The 
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records of mortality of phthisis and tabes for three decades are 
as follows : — 

1851—60. 61—70. 71—80. 

Phthisis „. 1305 •.. 968 .,. 767 
Tabes ... 1920 ... 2267 ... 2250 

That is to say, in the first ten years the deaths from tabes are 
a little more than 1*6 times those of phthisis; in the next ten 
years the proportion had increased to more than twice ; and in 
the ten years ending 1880 they were more than three times the 
deaths from phthisis. 

What is the meaning of this increasing disproportion ? Is it 
from the feeding of the young on tuberculous milk or meat ? 
From the one or the other, or Doth? Or is it again from the 
general advance in the art of diagnosis, tubercle in the bowels 
being more frequently detected than formerly? No answer 
can be given to these questions, but what we can affirm is that 
tubercle in all its forms is communicable; and the time has 
therefore come for measures of isolation and prevention to be 
taken in all those cases in which there is a lair possibility of 
danger to the healthy. 

It is now a well-ascertained fact that certain fatal and 
infectious diseases produced by micro-organisms can only be 
propagated in certam animals, the one class of animals being 
"susceptible," the others "immune." So again, it is known 
that a person having had scarlet fever once is to a considerable 
extent protected from a second attack. Previous to the first 
attack he was "susceptible,'* after the attack he has become 
" immune." Thus immunity may be natural, hereditary, or 
acquired. Mice and rats are naturally immune against diph- 
theria, frogs are naturally immune against tuberculosis. Im- 
munity against small-pox may be artificially acquired by a 
previous attack or by vaccination ; immunity against rabies 
may be also obtained by a similar process. Careful experiments 
are being made with the object of ascertaining whether the 
blood, or some substance separable from the blood, of animals 
which are either naturally or artificially immune, may be used 
as an agent to confer immunity, or even work as a curative 
agent, and much is in the future to be hoped from this channel 
of experiment. There is likewise some evidence that certain 
definite chemical compounds — like quinine, trichloride of iodine, 
and corrosive sublimate — may confer a temporary or complete 
immunity against a few zymotic diseases. Quinine has long 
been used as a preventive of malaria, and used with a fair 
amount of success. 

1. Hence one of the methods of preventing the zymotic class 
of diseases is by scientific means to obtain '^ immunity." 
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2. Pure air, free from dust and suspended matters and the 
contaminations caused by overcrowding; light is also good. 
Sunlight 19 fatal to some of the disease-producing organisms. 

3. Pure or uncontaminated water; water being largely con- 
cerned in the spread of typhoid fever. 

4. Pure, sound, healthy food. The meat supply of the 
present day is practically uninspected, and a large amount of 
diseased meat is consumed. Important under this heading is 
the preservation of food, and sterilising of food, such as the 
storing of food in proper and suitable places, thorough cooking, 
and the boiling of all milk. 

5. Lastly must be mentioned "the prevention of spread"; 
and communicable diseases are prevented from spreading by — 
firstly, isolation; and secondly, the proper use of disinfecting 
substances. This proper use differs according to the main 
channels of infection, which are not in all diseases the same. 
In cholera, diarrhoea, and typhoid, the discharges from the 
bowels are most dangerous ; in typhus, the volatile emanations 
from the skin ; in phthisis, the matter coughed up ; in septi- 
caemia, the fluids of the body generally, and so on. 

The above short summary amply shows that much infectious 
disease can be prevented by cleanliness in food and habit, and 
by simple common sense precautions, possible in most households. 



The Chairman, Sb Douglas Galton (London), said physicians say 
that all diseases are due to attacks of microbes, which surround us in 
* innumerable quantities ; but, fortunately, the body when in a healthy 
state is able to repel their attacks ; if it were not so we could not 
live on the face of the earth. However facts may be with regard to 
recent investigations iu diseases, they have not shaken the broad 
principles of sanitation, namely, that our surroundings should be as 
healthy as possible. 

Mr. T. W. Maxtlb (London) asked whether the microbes in 
Thames water are destroyed by the filters of the water companies ; 
and whether the storage of water in cisterns is likely to contaminate 
the water. 

Mr. F. R, DooKAT (Croydon) said the boiling of milk was frequently 
suggested as a precaution against disease, but what could be done 
with cream, which, of course, could not be so treated ? 

Mr. H. B. Collins (London) said in some old buildings inhabited 
by the working classes he had three cases of pneumonia in one 
family following one upon another, two recovered but the last died.- 
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Since these old buildings had been pidled down, scarlet fever bad 
decreased, and he did not remember a single case in any of the 
new buildings ; all the infectious diseases were much more rare than 
formerly. 

ft 

Mr. J. Young- (London) asked if all cases of typhus reported 
under the Infectious Diseases Act were accepted as such. 

Sir Douglas Galtow (London) asked whether in lofty blocks of 
artizans' dwellings children's sickness is greater than in the dwellings 
formerly occupied by this class. 

Mr. CoLUNS said that it was not so in his experience, the general 
sickness among the children being much less in the model lodgings. 

Dr. P. W. G. NuNN (Bournemouth) thought that the causation of 
diphtlieria was a question that required consideration. The disease 
may be caught from the breath of others, but it is frequently taken 
in other ways, and is more probably due to bad air from the sewers. 
At a house where some alterations were being made the workmen 
broke into the old soil-pipe on a Saturday and left it open until 
Monday, so that sewer gas in the meantime came into the house : on 
Tuesday one girl was ill with a bad throat, her sister also caught it, 
and both died of diphtheria. Three weeks previously there had been 
a case of diphtheria in a house in the rear, and the germs had pro- 
bably remained in the sewer. Pneumonia appears to be infectious, 
as, in a house where there were seven children, one after another 
was ill with the disease, probably due to using the same handkerchief 
or food-vessel. It was surely possible as a means of prevention to 
kill the germs of diphtheria, typhus, and other infectious diseases 
while in the drains. Liquid disinfectants were not however sufficient 
alone, gaseous ones were also required, as the germs might be in the 
air or on the upper portion of the sewer-pipe. 

Mr. H. C. SoFEB (London) said there appeared to be very little 
disease or illness among the fl ushers of sewers, and if sewer air were 
so deleterious how was this to be accounted for ? 

Mr. J. Cays (Kensington) asked whether parasites in meat could 
be killed by freezing. 

Mr. Wood (London) said that Anthrax germs brought to the 
laboratory in cold weather when inoculated into animals took some 
days longer than usual to develop. 

The Chaibman' moved a vote of thanks to the Lecturer. 

Mr. Wynteb Blyth (London), in reply to the several questions 
that had been asked, said that Thames water must often be much 
polluted, at the time of the Henley Eegatta for instance. A great 



44 PEEVENTION OP INFECTIOUS DISEASE. 

deal of the pollution was destroyed by fish, micro-organisms, and 
oxydation, and about nine-tenths of the remainder was arrested 
by the water companies' filters. Cisterns for the storage of water 
are undesirable if they can be avoided, and the water is often 
polluted by the cisterns being contiguous to closets, stables, &c. 
Cream can be sterilised by heating intermittently to a lower tempera- 
ture than boiling, for example about 80^ centigrade. It is a 
remarkable fact that although there is evidence of cream being 
contaminated with disease, there is no definite evidence that butter 
or cheese have been contaminated in the same way. Cases of typhus 
fever are probably sometimes wrongly reported, but mistakes of 
diagnosis are sure to happen where the patient is only seen once at 
the commencement of the disease. Probably, however, more are 
overlooked than wrongly certified. The causation of diphtheria is 
very obscure, and the case given by Dr. Nunn was of real use in 
considering the question. It would appear in this case to have been 
breathed, as no doubt it may be, but it can also be swallowed. Dis- 
infection of sewers could not be perfectly carried out, but in cases of 
infectious disease house drains might be disinfected by carbolic acid or 
corrosive sublimate. This, however, should not be done as an ordinary 
proceeding. 'J'he immunity of sewer fl ushers proves that most of the 
infectious maladies are swallowed and not breathed. Then again, 
sewer flushers have only short hours of work, and in many sewers 
the air is not very bad. With regard to the freezing of microbes, 
experiments show that activity is only arrested and not destroyed. 
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THE SEWERAGE OF THE TOWN OF 
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VENTILATION, 

Br Richard F. Grantham, MJnst.CE. 
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Maldon is situated on the River Blackwater about ten miles 
from the sea, and contains a population of about 5500 in about 
1250 houses. The river, which is here tidal, flows round the 
north and east sides of the town. The main part of it stands 
at a level varying from about 120 to 40 ft. above the sea. It 
is approached on the north by a steep hill rising at the rate of 
about one in eight, while on the south side the land gradually 
slopes down to the marshes lower down the river. An outlying 
and perfectly flab portion within the Municipal Boundary, with 
only a few houses on it, extends on the north side of the river. 

Hitherto the larger portion of Maldon has drained towards 
the south through ditches into a creek, joining the river about 
a mile and a quarter below the bridge by which the town is 
approached on the north side, the other parts of it draining 
direct into the Blackwater at various points higher up. 

After the usual preliminaries in preparing plans and obtain- 
ing the sanction of the Local Government Board, a contract 
was entered into in 1889 for the execution of the works, as 
designed by the Author's firm, to sewer only that larger 
portion which falls towards the south, the other parts, which 
must drain into a low-level sewer, not being taken in hand at 
present. The works of main sewerage, as well as of the house 
connections, have been carried out accordingly for the drainage 
of about 1000 houses, containing a population of about 4500. 

A general description will suffice for these main works. The 
house connections have been carried out strictly in accordance 
with the law, as the author understands it, so that a reference 
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to them may form a basis for comparison with work done in 
other places. 

The separate system of sewerage was adopted, except as 
regards gullies at the backs of the houses, through which a 
good deal of rain-water finds its way into the sewers. 

The sewage is discharged from storage tanks through a 
cast-iron outfall pipe into a creek, passing through saltings, and 
joining the main channel of the river about 400 yards outside 
the river tidal walls, and about a mile and a quarter below the 
town. The high tides generally cover the saltings, but the 
sewage is not discharged into the creek until the tide has 
fallen below their level, or about one hour after high water. 
It is then discharged until the time of low water at Scales 
Point, at the mouth of the river (about ten miles below the 
creek), that is between four and five hours from the commence- 
ment of the discharge, when the penstocks in the tanks are 
closed. 

The tanks which store the sewage during the flood tide, are 
built of concrete, and contain 115,000 gallons up to the level of 
the overflow. They are divided into two compartments by a 
wall down the middle, and are covered with brick arches for the 
greater part of their length. The iron outfall pipe is 15 in. 
in diameter, and 460 yards in length. It has a gradient of 1 in 
1380, and one ventilating shaft on the inner side of the river 
wall. Beyond being strained through a wrought-iron grating, 
with half inch spaces, the sewage is not filtered or treated. The 
sludge is taken out of the tanks and deposited and dug into the 
land enclosed for the tanks. From the tanks upwards the 
15 in. cast-iron pipe is continued across the fields for 600 yards 
as far as the main road out of the town. 

The subsoil in the marshes, through which the iron outfall 
pipe is laid, is soft alluvial deposit with beds of drift gravel 
from 4 ft. to 5 ft. below the surface. Where there was no 
gravel, the iron pipes were embedded in concrete 1 ft. 6 in. 
to 2 ft. thick up to half the diameter. The subsoil in the 
town for the most part is London clay with fine green veins in 
it, making it extremely slippery. The streets were found to be 
riddled with old drains of very imperfect construction, and 
leaky water and gas pipes, so that a large quantity of timber 
shoring had to be left in the trenches. At the highest part of 
the town clean gravel and sand, containing water, were found 
a few feet below the surface. Where the depth at which the 
stoneware pipes were laid exceeded 11 ft. concrete was filled 
in round them up to half their diameter. In the course of his 
experience in other places the author has come across pipes 
split longitudinally, apparently by the weight of the superin- 
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cumbent earth. He, therefore, thinks they should always be 
embedded in concrete where the depth exceeds a certain limit. 

The sewer pipes in the town vary from 6 in. to 15 in. in 
diameter, and the back sewers are mainly 6 in., the separate 
connection of a house with a back sewer being 4 in. in diameter. 
The total length of main sewers is 7700 yards ; of 6 in. pipes 
in house connections 5670 yards; of 4 in. pipes 1854 yards; 
and the number of manholes is 59 ; of lampholes 33 ; of 
ventilating columns and shafts on the main sewers 11; of 
syphon traps 259 ; of ventilating pipes to house connections 
146 ; of inspection chambers 27. 

The flattest gradient on the main sewers above the tanks is 
1 in. 454 on a 15 in. pipe for a length of 537 yards, but the 
flow of sewage in it has been sufficient to keep the sewer per- 
fectly clear. Where necessary, flushing valves and storm over- 
flows have been built into the manholes. 

The larger number of houses was found to be connected with 
sewers carried round at the back, and communicating with the 
shallow and imperfect old town sewers. These back sewers 
consisted in some cases of old brick drains with flat bottoms or 
no bottoms at all, pipes w^ith imperfect joints, butt-end pipes 
all more or less choked with deposit. 

In the new house connection works, two principles were acted 
on, viz : that where single houses were already connected with 
the old shallow system, new connections as far as they crossed 
the public streets were made with the new sewers at the expense 
of the Corporation ; that new connections were made across the 
public streets with the back sewers, and each of these if found 
defective within private property was taken up and relaid as far 
as it was connected with more than one house drain, or as far 
as the last gully used by more than one house at the expense of 
the Corporation. Defective drains of single houses within the 
boundaries of private property were regarded as nuisances and 
notices were served on the owners to abate them and make good 
the drains.. To make the distinction clear according to the 
Parliamentary definition, the conduit from a single house or 
from a gully used by . a single house is a " drain/' while the 
conduit from more than one house, or from one gully used 
by more than one house, is a " sewer.'* All the gullies at 
the backs of houses covered with bell traps were done away 
with, and stoneware gaily traps inserted in their places. 

Just outside the boundary of private property, syphon traps 
with air inlets were fixed on all new connections, and have been 
found to answer fairly well, but owing to a deficiency of water 
supply a few have been choked with deposit. At the uppe]* 
ends of most of the back sewers 4 in. heavy round rain-water 
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pipes, or 6 in. by 4 in. square pipes, were connected, and fixed to 
the walls of houses and carried for ventilation from four to 
five feet above the roofs with conical hoods on top. 

Changes of opinion and practice in regard to sewer ventila- 
tion have taken place since Messrs. Boulnois and Collins' 
papers* on the subject at the Congress of the Sanitary Institute 
at Dublin in 1884, and important changes seem to the author 
to be foreshadowed in the paper read by Mr. Crimp and Mr. 
Read at the recent International Congress of Hygiene. It will 
l)erhaps be of advantage to consider in what direction investiga- 
tions in the future should be undertaken. 

The primary conditions now fully recognised, which cannot 
be too strongly insisted upon, for preventing the accumulation 
of foul air, are sufficient falls in the sewers, construction of the 
best kind, proportions to suit the expected volume of sewage, 
so as to give a self-cleansing velocity, flushing where necessary, 
and as many openings into the outer air as practicable. But 
while open gratings at the street level, placed at intervals as 
frequent as possible, have hitherto been considered essential, 
and in the absence of any other method sufficient for the 
ventilation of sewers, the foul air occasionally escaping from 
them is offensive, and they are frequently rendered useless by 
being stopped up in response to complaints. 

At one time trays and baskets containing charcoal were 
introduced into the buckets under the gratings to deodorise and 
purify the air from the sewers. At the best the charcoal was 
effective for only a short time, and moreover it was found to 
retard the free passage of air. 

Mr. Boulnois in his paper at the Dublin Congressf described 
the various methods and contrivances introduced since 1848 for 
the improvement of the ventilation of sewers. All these, how- 
ever, whatever their merits, have fallen into disuse, so that no 
further allusion to them need be made. Destructors involving 
the burning of gas have been and are now being used, but so 
far the results have not been better than those obtained from 
the simple shaft. 

Eecent investigations and experiments show that tall shafts 
carried well above the house tops cause an improvement in the 
air of sewers, although, as it was tersely put by Mr. W. 
Haywood, Engineer to the City Commissioners of Sewers, in 
1858, before a Select Committee of the House of Commons, 
" instead of your having the stink in the streets you have it at 
the house tops." There is, however, this difference, that in the 

• Transactions of the Sanitary Institute, Vol. VI. 
t Transactions of the Sanitary Institute, Vol. II. 
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streets the air is confined between buildings and its circalation 
is influenced by draughts and eddies, while sufficiently high 
above the house tops it is at once dispersed by the wind. 

Mr. Santo Crimp has clearly shown by his experiments at 
Wimbledon* that the measurable movements of the air in 
sewers are due to the force of the winds, and not, as has been 
supposed, to the difference of temperature between the sewer 
air and the air above ground, and that the direction of the 
currents of air is as likely to be downhill as uphill. He con- 
cludes that the street ventilators should be reduced to a 
minimum, and he is in agreement with Mr. Bead, the City 
Surveyor of Gloucester, that ventilating pipes should be carried 
as high as possible. 

Experiments made also by Mr. G. B. Strachan, at Chelsea,t 
with three ventilating shafts — 12 in., 15 in., and 12 in. 
in diameter, and 31 ft., 32 ft, and 22 ft. high above the 
level of the street, respectively — ^showed that in a brick 
sewer, 3 ft. 9 in. by 2 ft. 6 in., the air was changed every 
31 i minutes during 44 days, and that the beneficial influence 
of the fresh air admitted was observed for at least 100 ft. 
on each side of the downcast or centre shaft. No com- 
plaints, says Mr. Strachan, have been made as to air passing 
out of the upcast shafts, either by the occupiers of the 
houses, or by the neighbours, or by persons using the street. 

It will be remembered that Col. G. E. Waring, junr., in a 
paper} read before the Sanitary Institute, in 1880, described 
the svstem of ventilation he had carried out in the sewerage of 
the City of Memphis, U.S. For the size of the city, which 
contained 40,000 inhabitants, comparatively small pipes were 
used for the main sewers, but the fixing of an unobstructed 
ventilator, 4 in. in diameter and reaching to the top of the 
house, was made compulsory in every case of house connection. 
At the lower end of each connection a fresh air inlet was 
placed. The house branches were restricted by law to 4 in. 
in diameter. By this means there was on an average one 4-in. 
ventilator to every 30 ft. of sewer, besides the air inlets at 
every lateral. There were, moreover, no manhples or lampholes 
and a disregard of alignment in the sewers. 

Connection with tall furnace chimneys has been tried and a 
owerf ul current thereby induced, but its effect for any distance 
as been found to be destroyed when there are many inlets in the 
sewer, the supply of air being drawn with great force through 
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them. In reporting upon the ventilation of the Brighton 
Sewers, the late Sir Joseph Bazalgette found that by means of 
flaps which had been placed across the outfall sewer at lioedean 
to prevent air from the lower end of the outfall from passing 
above this point, a continuous current was drawn down the 
sewer by means of the furnace kept constantly burning at the 
bottom of the lofty ventilating shait erected there, and that the 
current was perceptible at the Steine. The distance is about two 
miles, but there are only four small openings all the way. The 
furnace ventilation, however, is interruptedin Seasons when the 
sewers become charged with storm-water. The conditions in 
this case were, however, especially favourable, for where there 
are many inlets into sewers, the draught induced by factory 
or tall chimneys can reach only a little way along the sewer so 
that isolated shafts of this kind produce very little effect. 

At Hornsey, Croydon, and Twickenham, numerous upcast 
shafts have been erected to improve the ventilation of the 
sewers, and Mr. de Courcy Meade, of Hornsey, finds that in his 
district there is now seldom a complaint of smell from the road 
ventilator, although the street gratings are left open. 

Mr. Thomas Walker of Croydon, in a paper read in 1890, 
before the Municipal and Sanitary Engineers, testifies to the 
general cessation of smells from the street gratings on the 
fixing of pipe shafts. He also states that a greater volume of 
air (31 cubic feet per minute) passed up an ordinary shaft per 
hour than through a Reeling's destructor (25 cubic feet per 
minute). By the year IttUO, about 250 upcast shafts (Gin. and 
8 in. round pipes, and 8 in. by 6 in. rectangular pipes) had been 
erected, ana more were constantly being put up. The manhole 
gratings were not closed except in a few instances where they 
were near the footpaths. In his opinion the ordinary shaft is 
as effective as a Holman's gas destructor and more economical. 

The position of the pipe shafts must be most carefully chosen, 
and they must be carried up to a proper height ; but any risk 
of nuisance (and according to the author's experience it is very 
small) is obviated by there being a good number of them. 

In Mincing Lane, London, where complaints of effluvium 
from the street gratings had formerly been made, two ventila- 
ting pipe shafts about HO feet high were erected, another about 
70 feet high, and another about 90 feet high, measuring from 
the ground level, all 5 in. in internal diameter. Since their 
erection no complaints have been received, but the gratings in 
the street have been closed. 

In Liverpool the system of ventilating the sewers by means 
of shafts carried up the sides of buildings has been extensively 
adopted, and is found to answer very satisfactorily. There are 
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about 890 already fixed, the larger number 6 in. in diameter, 
and the remainder 9 in. by 6 in. rectangular. Here also the 
street gratings have been closed. 

In Birmingham some difficulty has been experienced in 
getting owners to consent to the erection of shafts. About 15 
have been fixed of 6 in., 9 in., and 12 in. in diameter, and 9 in. 
by 6 in. rectangular in the higher parts of the town. Since 
their erection complaints with regard to smells in the neigh- 
bourhoods in which they have been fixed have been less 
frequent. 

Similar difficulty in getting the consent of owners of houses 
has been found in the district of Willesden. About 45 upcast 
shafts have been fixed up to the present time. The pipes are 
connected with the manholes, the connecting pipe graduating 
from 15 in. or 12 in. to 6 in. At the foot of the upright pipe 
a small chamber is constructed to receive any scaling that 
might occur from the iron pipe, and to afford facilities for 
cleansing. A series of daily tests of the air currents have been 
instituted, and the velocity has been found to be equal to 
550 feet per minute, and the volume 108 cubic feet per minute. 

At Maldon, besides the gratings at the street level, cast- 
iron columns 22 ft. high and 5 in. in diameter at the top, 
were erected in open spaces, and in other places heavy rec- 
tangular rain-water pipes, 6 in. by 4 in., carefully jointed, 
were connected with the main sewers and fixed against the 
sides of houses and carried 4 ft. and 5 ft. above the roofs with- 
out a bend in their height. Where there have been complaints 
of bad smells from the street gratings the nuisance has generally 
been traced to a deposit either discharged from, or remaining 
in, the old and generally offensive connections. 

The air inlets to the new house connections, which were only 
carried across the road to be connected with the old pipes, 
proved excellent detectors of stagnation in the old drains. 
Where bad smells were noticed the old drain was traced up 
and, if necessary, re-laid, and the smell ceased. 

In the foregoing examples and experiments there is a 
unanimity of opinion and practice in regarding upcast shafts as 
necessary adjuncts to sewers. The author, however, does not 
go so far as to advocate the abolition of open gratings at the 
street level over manholes and lampholes, inasmuch as with the 
erection of a sufficient number of shafts offensive smells from 
the gratings have been found to cease, and these openings act as 
air inlets. He would, therefore, prefer that they should oe made 
to open and close at will. At Maldon the covers are fitted 
with Latham's cover and bucket, without the spiral trays for 
charcoal. By the raising or lowering of the bottom of the inner 
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cylinder of the bucket by means of a small handle the passage 
of air from the sewer can be stopped if it is found offensive. 
Nearly all, however, are kept open. 

Hitherto upcast shafts and other contrivances have been 
added from time to time to the systems of sewerage, but there 
is sufficient evidence of their efficiency to suggest their forming 
a part of the designs of all new systems. It is not always 
possible to find suitable places for them at regular intervals 
especially in large towns, but in the smaller towns there is not 
much difficulty in getting permission to erect them. 

Mr. J. W. Brown, Borough Surveyor at West Hartlepool, 
in his Annual Report states that he has been very successful 
in getting leave from various property owners for erecting them 
in positions corresponding to the open gratings in the street. 
He adds that the system is *^ working very satisfactorily, as in all 
cases when a pipe is erected a strong current of air is found 
coming from the sewer, and the smells previously complained 
of at the street level cease." 

Mr. T. Walker, of Croydon, says that there was very little 
difficulty in getting permission to put up a ventilating pipe 
where there was a bad smell from the street grating. It was 
obtained on the understanding that it is to be taken down in 
twenty-four hours if the owner or occupier request it. 146 
ventilating pipes to the back sewers were erected at Maldon 
out of 165 proposed to be fixed, there being only nineteen 
objections. 

If stagnation and consequent deposit in the sewers be avoided, 
the translation of the sewer air from open gratings at the 
street level to above the roofs of houses, so far as present 
experience goes, is not accompanied by either nuisance from bad 
smells or danger to health, provided the shafts are sufficiently 
frequent, and are carried up well above the roofs. 

Any material. or contrivance introduced into the manholes or 
shafts through which sewer air passes has served only to retard 
the passage of the air without a sufficiently compensating 
advantage. In the author s opinion the upcast shaft should be 
as straight and as clear of any obstruction as it is possible to 
make it. 

The practice of establishing upcast shafts for the ventilation 
of main sewers is obviously increasing, and no doubt it will in 
time be generally adopted. Also much work has been done in 
improving both the laying and ventilation of house drains, 
which at the present time are necessarily trapped to prevent the 
air from the main sewers passing up them, and are provided 
with air inlets and ventilating pipe shafts. 

This system is practically a defence, and in the present day a 
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very necessary one, against the imperfections of the main 
sewers, and sometimes of the house drains themselves ; and as 
the practice of more thoroughly ventilating the main sewers 
becomes more general, a dual system of upcast shafts will be 
established^ for which there does not appear to be sufRcient 
reason in a perfect system of sewers. 

The beneficial effect observed from the increasing practice of 
erecting upcast shafts on the sides of houses and elsewhere, to 
ventilate the main sewers, coupled with the absence of any 
danger or prejudice to the public health if they are carried 
sufficiently high, suggests the consideration whetiier the main 
sewers might not be advantageously ventilated through the 
house drains, omitting the syphon traps now usually fixed in 
those drains outside the houses. 

No artificial and costly means of exhausting, purifying, or 
burning the air would be required. 

There is a passage in a paper* read some years ago before 
the Royal Institute of British Architects which very clearly 
points out the true aim of sewer ventilation : — " I regard it,*' 
the writer says, ** as a preventive and not a curative agent ; 
that is, it is intended not to permit sewer gas and effluvia to 
escape without doing injury, but to prevent sewer gas an A 
effluvia coming into existence ;" and he goes on to say, **Wheiv. 
practicable, it is desirable the ventilation of drains should assist 
in the ventilation of sewers, so that the circulation of atmos- 
pheric air in sewer and drain may be as copious as possible." 
As we have seen in the examples given, the powerful currents 
created by a number of upcast shafts undoubtedly promote a 
circulation practically sufficient in well constructed and properly 
laid out sewers to keep the air inodorous and harmless when 
passing up the house drains into the air above the roofs. 

Mr. J. C. Bayles, of New York, remarks f: — '*If every 
manhole cover in our streets were replaced with a grating as 
open as might be consistent with strength, and these were kept 
free from ice, snow, and mud by men employed for the purpose, 
and every house owner were required to vent his soil pipe 
(unobstructed by any form of trap along its line) above his 
roof, the ventilation of our sewers would be accomplished." 

Once more. Mr. Rogers Field has said J: — "If sewers are 

[)roperly constructed, properly flushed, and thoroughly venti- 
ated, you will have practically no smell from them — no 
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t *' Uouise Drainage and Water Service." 4th Bdition, J. C. Bayles, New 
York. 
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appreciable smell. Where you get the smell is where the 
sewers do not carry the foul matter away, where it remains, and 
where it decomposes. It is, however, a great mistake to imagine 
that foul emanations come exclusively or principally from 
sewers. They come quite as much from defective house drains.'* 
And he proceeds to say that " the result of making the whole 
of the drainage arrangements self -cleansing is that foul gases 
are no longer generated, and the ventilating pipes no longer 
send forth foul emanations. 

The author agrees with the foregoing remarks, and believes 
that with improved conditions in course of time the two systems 
of ventilation, one for the main sewer and the other for tho 
house, may be amalgamated, and syphon traps in the house 
drain outside the house may be omitted. 

He submits that in view of the evidence he has put forward 
future investigations should be conducted in this direction. 

In conclusion, he desires to record his thanks to Mr. Thos. 
Walker, Mr. T. de Courcy Meade, Col. Haywood, Mr. Percy 
Boulnois, and others, for the valuable information they have 
given to him. 



The Chaibman, in opening the discussion, said tbat tbey would 
notice the great improyement that had taken place in the state of 
the Museum. This was entirely due to the liberality of Mr. Sogers 
Pield, who had given a donation of X250 to the Institute, in order 
that the Museum might be put into a proper state, and to print a 
catalogue of the various articles which are disposed in the building. 
They all appreciated the great value of a Museum of this kind, and 
they all hoped to see from time to time its usefulness extended. In 
the state in which it was previously, without a catalogue, the Museum 
was of relatively little use. Now those who wished to consult what 
they might find there had every facility for doing so placed in their 
way. No one knew more the value of being able to have sanitary 
fittings properly arranged for inspection, and new inventions so ex- 
hibited that they could be examined and appreciated, than the donor. 

Mr. Db Cottbot Meade, M.Inst.C.E. (Hornsey), moved the follow- 
ing resolution : — " That this meeting desires to express its appre- 
ciation of the increased utility of the Museum for the purpose of 
giving information to the public, and desires to record its sincere 
thanks to Mr. Kogers Field for his generous donation, which enabled 
the Council to carry out the re-arrangement and prepare a catalogue of 
the Museum." He had great pleasure in adding his testimony to the 
usefulness of the Museum." Although he had just been introduced 
to the meeting, he had been in the habit of visiting the Museum in 
the daytime, and though that was the first meeting he had attended, 



BICHABD F. OBA.NTHAH. 55 

he hoped it would not be the last. He found the catalogue of the 
greatest use. The manner in which it was arranged enabled one to 
pick out exactly what he wanted to see in the least possible time. 

The resolution having been seconded and cordially carried, 

Mr. KooEBS FiBLD, M.Inst.O.E. (London), who was received with 
loud applause, said that he was very much obliged for the resolution 
passed, and certainly the best thanks that he could have were such 
observations as those which had just fallen from Mr. de Gourcy 
Meade. He (Mr. Field) had felt for a long time that there was a 
great deal in the Museum that was exceedingly valuable, and that 
could not be used because of the imperfect arrangement, so that an 
undertaking which ought to have been creditable to the Sanitary 
Institute was discreditable to it, simply because there were no funds 
available for arranging the Museum nroperly. This feeling was 
intensified in view of the International Congress of Hygiene, as it 
would have been a disastrous thing for visitors to come to see our 
Museum and go away and report all over the globe that it was a 
miserable affair. He, therefore, determined to do what he could to 
help in the matter, and he was very pleased to hear from Mr. Meade 
that the re-arrangement and catalogue really rendered the Museum 
useful for the purpose for which it was intended. 

Dr. Louis Pabkes (Medical Officer of Health for Chelsea), re- 
ferring to the medical aspect of Mr. Orantham's paper, said he 
disagreed with that part of it which advocated the abolition of the 
disconnecting syphon traps in house drains. He thought they 
were a very proper and necessary precaution to take, inasmuch as 
sewer air might at any time contain the poison of infectious disease 
— notably typhoid fever— in this country, and it was advisable to 
exclude such air entirely from house drains and soil pipes, which 
were not always perfect, even when newly laid and fixed. He 
argued that the sanitary authorities having constructed the sewers 
ought to ventilate them, and not expect the householder to do so. A 
householder should only be called upon to look after his own house, 
and leave all the other householders to do the same. Beferring to the 
system of ventilation in Chelsea, Mr. Grantham had overlooked one 
fact. In the system of ventilating a dead-end sewer, 600ft. long, which 
had been in operation for some years, the air was brought into the 
sewer by means of a revolving cowl facing to the wind. The system 
had been tested, when there appeared to be no air whatever during 
fog and damp, and it had been found that a considerable quantity of 
air was entering the sewer, and that the whole of the air in the sewer 
could be drawn out and renewed every hour. He contended that 
they could not do away altogether with the roadway ventilators. They 
could do away with the oliensive ones and substitute shafts, but if 
they did away with every roadway ventilator and substituted long 
and crooked shafts they would be merely reverting to the old system 
of unventilated sewers which everybody condemned. There were, in 
Chelsea, very few complaints of smell from the roadway ventilators 
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over local or parish sewers, the complaints mostly relating to. main or 
County Council sewers. In these main sewers in London the sewage 
had often travelled great distances, and was stale and even putrid in 
hot weather, consequently the gases given off w^ere copious and most 
offensive. On the embankment at Chelsea, over the low-level inter- 
cepting sewer, the smells were notorious, and interfered with the 
proper enjoyment of that picturesque promenade. He thought that 
in such cases roadway ventilators should be abolished, and the sewer 
air should be extracted by furnaces and cremated. The paper of Mr. 
Grantham was admirably adapted to bring out an interesting discus- 
sion on sewer ventilation, and he had listened to it with great pleasure. 

Mr. DE CouBCT Meade (Hornsey) added his testimony to the 
value and interest of Mr. Grantham's paper, though the subject of 
sewer ventilation was by no means new. It was one which latterly 
they had been afraid to bring before another Association with which 
he was connected, because there was no stopping the discussion. Mr. 
Grautham had described a small town where the existing sewers were 
in a defective state, and many of them apparently at the back of the 
buildings. From his own experience he could say that these drains 
were most difficult to deal with, and often involved compensation. 
He would like to ask if compensation had been paid in the cases the 
lecturer had illustrated. He hoped not. He hoped the people of 
Maldon were more enlightened than some people he knew of. With 
regard to the flushing of sewers and drains, he said that in Hornsey 
they spend about a £1,000 a year for water for sewer flushing, but 
they are as yet unable to deal with the house-drains, although much 
sewer-gas was generated in them, and he thought that provision 
ought to be made for flushing all house-drains, either by automatic 
flushing tanks or by som^ other means. He thought that it would 
be a mistake to try and ventilate large sewers, such as described by 
Dr. Parkes, by means of small pipe-shafts only, as the amount of 
air space in the sewers varied considerably at different times of the 
day. Some of the City sewers, for instance, were running about 
three-quarters full at 2 p.m., and only about one-sixth or less at 
11 p.iu. In such sewers small pipes would have little effect, unless 
placed at short distances apart and supplemented by mechanical 
means. Mr. Meade incidentally mentioned that the street-lamp 
ventilating columns, though not handsome to look at, answered their 
purpose admirably when not in the immediate neighbourhood of 
houses. 

Mr. E. Bailey Denton, M.Inst.C.E. (London), criticised the paper 
with some severity. He said that if the abolition of the disconnecting 
chamber between the house and the public sewer was aimed at he 
begged to entirely disagree with Mr. Grantham. He looked upon the 
provision of disconnecting chambers as most essential. When the 
millennium came, and they could be sure that workmen would do 
their duty and would not scamp their work, they might perhaps be 
able to do away with the disconnecting chamber, and rely on street 
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manholes and upcast shafts to effect all the necessary ventilation. 
But until then each house should have one, for by their provision the 
dangers of sewer gas entering our dwellings was minimised. In his 
opinion there was no place in England which should be more 
thorouffhlv and uniformly provided with the disconnecting chambers 
than Maldon, because, as Mr. Grantham had told them, the penstocks 
at the outfall were closed for four or five hours out of the twenty-four. 
In fact the town of Maldon was very similar qud Hewerage to Brighton. 
Mr. Grantham had '* damned with faint praise '' Sir John llawkshaw's 
shaft at Brighton, but he (the speaker) could assure the meeting that 
it had never been of any good whatever. It did not draw as far as 
the town. In times of rain when the penstocks were closed, sewer 
gas escaped from the sewers into the streets, and where no discon- 
necting chambers were provided it could and did enter the houses. 
The same thing would certainly happen at Maldon as at Brighton. 
Mr. Grantham had spoken in favour of 0-inch sewer pipes, in his 
(the speaker's) opinion they should never have less than 9-inch pipes, 
for 6-inch pipes frequently got choked up. Then Mr. Grantham had 
told them that his firm had constructed thirty-three lampholes in 
Maldon. Unhappy Maldon I He regarded lampholes as a retrograde 
substitute, for in cases of accident they were practically useless, being 
inaccessible, and he insisted that manholes were the proper things 
in every sewerage system, for their cost was but little more than that 
of lampholes, and they were the means by which a sewerage system 
could be kept free from deposit and be under proper control and 
inspection. 

Mr. Bbad (Gloucester) said there seemed to be an opinion 
preyalent, not exactly expressed but implied, that ventilation was the 
cause of sewer-gas. Ventilation never caused sewer-gas yet, and 
never would. It only made it apparent. Deposit in the drains and 
sewers and stagnation of the sewer air were the causes of sewer-gas. 
Beplying to the observations of Dr. Parkes, he said that for the 
private owner to hide himself in his shell might be all very well for 
the private owner, but the general prevalence of that policy would 
never get rid of sewer-gas, but would increase it, because such policy 
rendered the proper ventilation of sewers impossible ; the so-called 
interceptor being an obstruction, both to the fiow of the sewage and 
to the ventilation. JbVom experiments that he had made, he had 
come to the conclusion that when the fiow of sewage equalled or 
exceeded three feet per second, the direction of the air-current in the 
sewer was nearly always the same as the fiow, that is down hill. To 
ensure that there should always be a down-draught at the street- 
ventilators, it would be necessary to keep them comparatively small, 
say 30 to 36 square inches area and 60 to 100 yards apart, and to 
have an up-cast shaft on every house, but in any case the excess of 
ventilating area should always be on the side of the outlets, to allow 
for friction and bends. That is to say, the sum of the sectional areas 
of the outlet shafts between any pair of street inlets, multiplied by 
the average velocity of their several discharges, must exceed the 
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sectional area of the air-space of the sewer, multiplied by the velocity 
of the air-current in the sewer. When these proportions are 
established, the air-current will always enter at the upper of the 
pair of street inlets, travel down the sewer and up the shafts, and 
the same thing will occur with each 60 or lOO yards of sewer so 
treated, and every such length will be thereby isolated as far as ventila- 
tion is concerned. 

Mr. Thomas Walker (Croydon), speaking on the "flushing" 
question, said that in Croydon they were flushing every house drain 
in the borough at every opening they could get at, and as a consequence 
the cessation of the smells in the roads had been most remarkable. 
Criticising the Keeling Destructor, he said that one of the ordinary 
columns in use at Croydon up a tree or a house was more effective. 
This was proved by exhaustive trials, using anemometers to measure 
the volume of air extracted. 

Mr. EoGBRS Field, M.Inst.C.E. (London), said he considered 
six- inch pipes amply sufficient for back drainage, but whether six- 
inch pipes were sufficient for town sewers was a different question. 
He drew attention to the City of Memphis, U.S., where the sewers 
were mostly six inches, and he thought the experience gained there 
with reference to sewers — ordinary sewers as distinguished from back 
drainage — was that it was not advisable to have them so small as six 
inches. But to say they should never be less than nine inches was 
wrong. Seven or eight inches would act very well, and get over 
most of the risks from choking. On the question of manholes, 
Memphis had also aflbrded them some valuable experience. At the 
Congress of the Sanitary Institute held at Exeter about ten years ago, 
the President, Sir Eobert Eawlinson, made this observation with 
reference to Memphis : *' He did not agree with the absence of man- 
holes. He thought it would be found that there must be manholes, 
or there would most certainly be chokings, and with manholes there 
would be no necessity to break up the roads to find the spot." He 
(Mr. Field) made some observations to the same effect. Now the 
experience since gained at Memphis was that they had had to con- 
struct manholes in consequence o£ the frequent occurrence of 
stoppages. Memphis also had no disconnecting traps. He did not 
gather that the lecturer advocated the practice, but that he simply 
threw out the idea as a "feeler" and for discussion. Personally he 
(Mr. Sogers Field) held a strong opinion on the subject. As things 
existed now, and as they were likely to exist for some time to come, 
he considered they must have disconnecting traps, but it was essential 
that these traps should be well and properly made and always per- 
fectly accessible. Even assuming that the sewers were perfect, he 
thought it was very doubtful whether it would be advisable to dis- 
pense with disconnecting traps, as disease germs would at times be 
carried into the sewers, and it was undesirable that these should pass 
into the house drains. With reference to the ventilation of sewers, 
he thought that ventilating shafts for town sewers were very valuable 
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if the street ventilfttors or most of them were left open, but to close 
all the street ventilators and substitute a lew email sbaftf^, as was 
sometimes done, was a great mistake. Absence of smell in the 
streets in such cases was really only due to the closing of the street 
ventilators, not to the erection of the shafts, and the closing of the 
ventilators simply meant bottling up the foul gases in the sewers. 

Mr. Q. B. Gablton (London) did not know any case in London 
where compensation was being given out of the rates in respect of 
back drainage. As the representative of Penge he urged that it 
was the best drained and the best ventilated district south of the 
Thames. 

The Chaibmav, in reference to intercepting traps, said he had put 
in many thousands of them, and nothing he had since learnt would 
prevent him putting in many thousands more. Me did not think 
any town or individual house would be safe unless it had one, for 
however perfect the sewers were, there would always be the danger 
of communication between the houses. There was wide difference 
of opinion with regard to the effects of sewer air, and in this 
connection he quot'Cd, to the evident amusement of the meeting, the 
remark of an authority at the recent International Congress held in 
London, that the air of sewers was found to be purer than the air of 
the street level. As long as these differences of opinion existed it 
was better to take the safe course recommended in the familiar motto, 
** Prevention is better than cure.** He commended the observations 
of Mr. de Courcy Meade with regard to the flushing of sewers, and 
said a system of sewers should be designed for the purposes of the 
district thirty years hence. It was essential in all systems that the 
utmost power for flushing should be introduced. After a reference to 
the systems of drainage which are approved in India, the Chairman 
concluded by proposing a vote of thanks to Mr. Grantham for his 
able and interesting paper. 

Mr. R. F. Gbantham (London), in reply to the discussion, said 
that inasmuch as he had laid 259 traps at Maldon he could not be 
considered as advocating the immediate abolition of traps in all housd 
drains. He desired, however, to create discussion, and more especially 
to promote investigation into the improvement of the ventilation of 
sewers ; and he thought, judging from what was being done, that 
ultimately, with due precautions, the abandonment of traps might 
assist in effecting that object. !Nor did he ntand alone, for in ChelHca, 
refern»d to by Dr. Parkcs, the Surveyor, Mr. G. K. Strachan, in his 
paper to the institute of Civil Engineers, made a similar suggestion, 
and as far as Mr. Grantham understood Mr. Bogers Field's reference 
to Memphis, the absence of disconnecting traps there did not appear 
to have any ill effect, but on the contrary, with the numerous up- 
cast shafts to every house and a system of constant flushing tne 
ventilation of the sewers was extremely good, although it had since 
been found necessary to construct manholes. With reference to the 
question of compensation, mentioned by Mr. de Courcy Meade, he 
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had been informed bj the Town Clerk of Maldon that the compen- 
sation for back sewers was very small. In some cases 10s., in others 
59., and in two instances £5 and £3 respectiyelj were paid, but in 
the great majority of cases there was no payment made. Mr. Bailey 
Denton had evidently not had time to read the paper, or he would 
have seen that no immediate abolition of traps was proposed, and 
none at all unless investigation showed that they might safely be 
omitted. The real point of the paper was the irpprovement of 
sewer ventilation, the abolition of traps being incidental, subject of 
course, to scientific investigation. He (Mr. Grantham) had not 
said that Sir John Hawkshaw's tall shaft in the Brighton outfall 
sewer had effected any good in the town. He had quoted Sir Joseph 
Bazalgette's report on the drainage of Brighton to show that he had 
found, by experiment, that the shaft did induce a current of air 
.which was perceptible two miles up the sewer, and he pointed out 
that the current was partly due to the absence of any important open- 
ing in the sewer for that distance. Mr. Denton does not controvert 
this point. Seeing that about 300 traps and air inlets, and many 
ventilating shafts had been inserted in the new connections at 
Maldon, he did not follow Mr. Denton when he said that sewer gas 
would enter the dwellings there as it did at Brighton. It could not 
possibly do so. With regard to the 6-inch pipes complained of by Mr. 
Denton, there were only three instances where these were adopted, 
and the places where these were laid could hardly be dignified by the 
name of streets, but were rather short narrow alleys with rapid falls, 
and he could not help thinking that Mr. Denton would have also 
used them under the same circumstances. There was a tendency 
too in the present day to diminish the size of pipes where there are 
few houses and the supply of water is small, as at Maldon, in order to 
ensure a greater coucentration and scour in the invert of the pipe, 
although he thought that this theory was sometimes carried too far. 
As to the lampholes, animadverted upon by Mr. Denton, they were 
required by the Local Government Board, and in the lengths which 
were mostly very short, to overcome bends in the streets ; he considered 
the saving of expense was amply justified, while the results in actual 
working have proved perfectly satisfactory. The difference in cost 
between a lamphole and a manhole was nearly £11, and Maldon 
would have been much more unhappy at having to pay £350 in 
addition to what it had already expended. He quite agreed with 
Mr. B/Ogers Field in objecting to the closing of manhole covers or 
street gratings, and he felt indebted to Mr. Eield for reminding the 
meeting that his object was rather to discuss and investigate the 
subject of the improvement of sewer ventilation than to advocate 
offhand any radical remedy. But he still was inclined to think that, 
subject always to careful investigation, it would be desirable to 
amalgamate the two shafts, viz., the one for the house drain and the 
other for the main sewer, and as improvements both in the con- 
struction of house drains and of main sewers increased, the trap in 
the house drain might be dispensed with, although the amalgamation 
might yet be effected without doing away with the trap. 
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LECTURE TO SANITARY OFFICERS. 

On " Ventilation and Measurement of Cubic Spacef^* 
By Sir Douglas Galton, K.C.B., D.C.L., LL.D., F.R.S. 

•^ I 7 » > 1. Public Health 

Act and Model 

The Public Health Act and Model Bye-Laws place certain SSi^nXr** 
duties upon the Sanitary Inspector in relation to cubic space ^jj*" *^* '^"i'ln 
and to ventilation, and it is therefore necessary that he should respect to ouwc 
have a clear knowledge of the principles on which these "ioon*" 
questions are based ; and the object of this lecture is to explain 9. object of the 
to vou these principles. ^ ^ ^ SSS'the ^y*1l 

Cubic space is tne amount of air space which is allotted to J^oSd goier? 
each individual in any room which he may occupy ; that is to g« exeni^e of 
say, assuming that there is an empty room 10 feet long, 8 feet s. Deanuionof, 
wide, and 9 feet hich, the cubic contents of that room will be «<* method of 

r- \r\ \.» r X calouUtlog cubic 

720 cubic teet. or air Bpioe In « 

If you place one individual in the room, he will have 720 "^"^ 
cubic feet of air space. If you place two individuals, each 
will have half of 720, or 360 cubic feet ; if three individuals 
in it, each will have 240 cubic feet of air space, and so on. 

If in that room, instead of being simply rectangular, there 
are recesses, you must add the contents oi^ the recesses to the 
room. 

Thus, if there is a projecting window, 4 feet wide, and 3 feet 
deep, and 7 feet high, you will add 84 cubic feet ; and the air 
space afforded would be 804 cubic feet to one individual, 402 
cubic feet to two individuals, and so on. 

On the other hand, if there are projections such as a chimney 
breast, you must take that out in calculating the cubic space. 

Thus if there is a chimney breast 4 feet wide, projecting 
2 feet 6 inches into a room of the general dimensions above- 
mentioned, you must deduct the 4 feet x 2 feet 6 inches x 9 
■= 90 feet ; thus the room would then have only 630 cubic feet. 

You must, moreover, make a further reduction if there is 
much solid furniture in the room. In practice, however, it is 
scarcely necessary to make allowance for light articles; nor 
where there is not a material quantity of furniture. 

Let us consider what are the reasons, on the ground of 4. ooadittonR 
health, why a certain air space or cubic space is wanted in an I^^oe necMaaiy 
occupied room. 

If you are in an open space out of doors^ fresh air is per- 
petually flowing round you. 

It has been estimated that the air of the atmosphere moves 
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5. Impurity of 
sir cauneti by 
the operations 
of life and 
breathing. 



at a rate of rarely less than 4 feet per second, and the average 
movement is from 8 to 10 feet per second. 

In a room it is very different. In an occupied room you 
must more or less breathe air which has been already breathed. 

Even out of doors the effect of congregating large numbers 
of persons together may prevent the free access of fresh air to 
those in the middle of a crowd. 

As an instance of this it has happened that on a still day 
persons in the middle of a crowd have fainted for want of air. 

We all know that in a ro^ia the assembly of a large number 
of people soon becomes unbearable. The reason of this is, as 
you all well know, because the respiration of the individuals in 
a room, their perspiration, the burning of candles, and all such 
matters, vitiate the air of rooms at a certain rate. 

I will here briefly explain what is the nature of this vitiation. 

Pure air consists of a certain amount of oxygen and a certain 
amount of nitrogen. 

The oxygen supports life, but if we breathed it pure it would 
bum us away. 

The nitrogen is an inert gas which dilutes the oxygen, and 
prevents it from being injurious to us in the process of breathing. 

Every human being, in order to live, must be constantly 
breathing : in the act of breathing he takes in oxygen, and 
throws out from his lungs carbonic acid (0 Og); but he also 
throws off organic matter. This organic matter consists of 
epithelium, and molecular and cellular matter from the lungs ; 
and is more or less in a condition ready to putrefy. 

In addition to this matter from the lungs, portions of 
epithelium are constantly being given off from the skin. In 
hospitals you sometimes find pus cells in the air, which are given 
off from suppurating surfaces. 

In the act of breathing there is also a large amount of 
watery vapour given off chiefly from the lungs, but also from 
the skin. Of this you may easily satisfy yourself whenever 
you occupy a confined space. • 

For instance, in a railway carriage, with the windows and 
ventilators closed, the glass panes will soon be coated with 
moisture, which is the condensation from the breathed air which 
has been saturated with this watery vapour. 

The amount of watery vapour varies ; but taking the amount 
given off by an individual from the skin and lungs together, it 
is enough to saturate about 90 cubic feet of air per hour, at a 
temperature of 63^ Fahn 

This watery vapour is full of the organic matter which T 
told you just now is thrown off from the body, this organic 
matter being in a condition very ready to putrefy. 
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It is chiefly from the presence of this, in air which has been 
breathed^ that injury arises. 

If you shut up a person or an animal in a confined space 
without any change of air, they could not live for any length 
of time. 

You all know the instance of the Black Hole at Calcutta. 

In the year 175t), 146 individuals were confined in a small 
cell, known as the Black Hole of Calcutta. This cell was 16 
feet long by 14 feet wide, by 10 feet high, being so small that 
the last person of the 146 had to be crushed in ujwn the rest 
with violence as the door was closed and locked. The only 
means of ventilation were two small holes in the door. In the 
morning 123 corpses were taken out, and 23 beings, who could 
scarcely be said to be alive. 

Of course the larger the space, the longer would people live ; 
but if there is no change of air, whatever the size of the 
room or space, the occupants would begin by suffering from 
head-ache or other forms of discomfort in pro]K)rtion to the 
progressive vitiation of the air, and would all die after a certain 
time. 

Thus the impurity of air caused by breathing is partly due o. Maamiraof 
to the organic matter thrown off the body, ana partly to the bToluioa l"r. 
carbonic acid which is dislodij^ed from the lungs. 

In most cases of bad ventilation the carbonic acid is not the 
chief cause of- injury. 

You may hold your head over a beer vat, where a verv large 
amount of carbonic acid is being disengaged, without injury. 

It would reauire the air to oe vitiated with 5 per cent, of 
carbonic acid (0 O2) to destroy life. 

The reason why breathed air, which may contain a much 
smaller amount of C O3, produces such deleterious effects, is 
because the breathed air contains also putrefactive organic 
matter. It is this organic matter which is esi)ecially deleterious. 

But th^ quantity of C O, in breathed air affords, under 
ordinary circumstances, a fair test of the quantity of organic 
matter present; and it used to be found less difficult to 
ascertain by test the amount of carbonic acid present in the air 
than the quantitv of organic matter. 

Carbonic acid has generally therefore been accepted as a 
measure of the impurity present in breathed air. It must be 
borne in mind that there is always a proportion of carbonic acid 
(C O2) present in air; for instance, in air out of doors in the 
open country, there are from 3 to 4 parts of carbonic acid 
(U O2) in 10,000 parts of air; and even this amount will some- 
times be increased in a wood, or in proximity to a flock of sheep. 
In towns you will find sometimes a much larger quantity. Dr. 



64 TENTILATIOir JLITD MBA8UBBMXNT OF CTTBIC 8FACB. 



Anffus Smith foand as much as 6*8 parts per 10,000 parts of 
air in confined streets in a fog in Manchester ; and Dr. Russell 
has found as much as 9, 11, and even 14 parts of C O3 in 
10,000 volumes of air, in a dense fog in London. It is the 
excess of carbonic acid found in confined spaces over that found 
in pure country air that is the measure of impurity ; 4 parts 
of U O2 in 10,000 parts of air is assumed as an average for air 
out of doors; when the air of an occupied room contains 6 
parts per 10,000, the sense of smell enables the impurity to 
be detected, hence 6 parts in 10,000 have been allowed as 
the permissible measure of impurity in the air of occupied 
rooms. The presence of those minute organisms which have 
been recently brought into prominent notice by the increased 
attention given to the study of bacteriology, is also to some 
extent an index of impurity in air ; but it is too soon as yet to 
lay down any fixed rules in this matter. 

In order to counteract the effect of breathing, it is necessary 

continually to replace the air of an occupied room by fresh air, 

but it is of course impossible to keep the air of an inhabited 

room in as pure a condition as the outside air. 

7. Quantity of It is Unnecessary to enter here into the details of the theo- 

main2Si'a*Btan- Tctical calculatious of the quantity of air necessary to be 

f*??itS'®*"' introduced into a room in order to maintain the air at a 

*""'"'"• sufficient degree of purity, or rather of impurity. 

The results of these calculations are that, according to theory, 
it would require 3,000 cubic feet of fresh air to be supplied to 
each occupant of a room per hour to keep the atmosphere in a 
uniform condition. That condition is not the same as pure air 
out-doors. It is something less pure ; and, as I told you above, 
it has been generally assumed as a standard of admissible 
impurity that the carbonic acid gas in the air of an occupied 
room, may amount to 2 parts per 10,000 over normal or outside 
air ; that is to say that tne air of the occupied room may contain 
6 parts per 10,000 in all, without being deleterious. 

If you place an individual in a room in which there is no 
change of air, the time required for the air to arrive at this 
state of impurity will depend on the size of the room ; that is 
to say, on tne cubic space in the room. 

The following table shows the time required to effect this : — 
One man in 10,000 cubic feet, 3 hours 20 minutes. 
„ 6,000 „ 1 hour 

1,000 
600 
200 
*0 „ 

30 



40 




20 




12 




4 




1 




36 seconds. 
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Hence the possibility of people occupying continuously a 
given space depends upon the change of the air. 

If you introduce fresh air into the room, and remove the «• Effects of dif- 
vitiated air, the same quantity of air would have to be introduced tfonsofair space 
in the case of the large room as in the case of the small room, ®° ""^^^^ **' *^^" 
but in the large room the change of the whole air of the room 
would occupy more than 3 hours; that is to say, would take 
place almost imperceptibly ; whereas, if you shut a person up 
m a coffin, provided you passed continually fresh air through 
the coffin, so as to force out the air which had been breathed, a 
person could live perfectly well ; but this would be a very 
uncomfortable arrangement, because he would live in a per- 
petual current of air. 

On these grounds the cubic space, or the air space, which a 
room affords, is a very important element in considering the 
number of occupants which can conveniently and safely be 
allotted to a room, having regard to their comfort 

In barrack-rooms, it has been decided that 600 cubic feet per 
man should be afforded; that means a space of 10 feet long 
by 6 feet wide and 10 feet high. These are living rooms as 
well as sleeping rooms. 

In workhouse dormitories, 300 cubic feet per occupant has 
been considered sufficient : that means a space of 4 feet by 7 
feet 6 inches, by 10 feet high. 

But although cubic space has been taken as the measure of ^- Floor space as 

, ..o 1 . , ^ Ml iv> 1 •x • 1 contrasted with 

accommodation which a room will anord, it is perhaps a some- cubic space, 
what unfortunate term, for if you put a certain number of 
individuals to sleep in a room, their being able to do so with 
either comfort or a due regard to health would rather depend 
upon the distance at which you place their beds apart than 
upon thfe cubic space they occupy. 

Thus in a room, 15 feet high, affording a cubic space of 300 
cubic feet per bed, each bea would be limited to 20 feet of 
floor space, or 6 feet by 3 feet 4 inches. But in a room 
affording the same amount of cubic space, viz., 300 cubic feet, 
but 10 leet high only, there would be 30 feet of floor space to 
each bed, or 6 feet by 5 feet. 

Therefore, whilst a lofty room would leave the surface space 
very crowded, a lower room, having the same amount of cubic 
space, would afford access to the sides of the beds. 

You will thus see that so far as comfort is concerned the 
floor space or surface space is a matter of far more importance 
than cubic space in the convenient occupation of a room. 

But besides the question of convenience, there are other 
very important reasons why, in placing a number of persons in 

E . 
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one room, it is essential that they should not be placed too close 
together. 

llach individual is a centre from which the deleterious 
emanations proceed. Therefore, the further apart you can 
place the occupants, the better opportunity do you afford for 
the air breathed by the various persons to be diffused. 

If you have a number of people sleeping in a room, and if 
you desire to prevent them from suffering from the pollution of 
air as much as possible, you should have as large an interval as 
can be arranged between the different beds. 

Therefore if you were building a room to accommodate a 
certain number of persons, and if you wished to provide a 
cei*tain aipount of cubic space, it would be better to keep the 
room as low as is compatible with efScient ventilation, rather 
than to have a very lofty room. And for this reason, in fixing 
the number of occupants in a room, your attention should be 
directed rather to the floor space than to the cubic space. 

When I say that the room should be as low as possible, I 
mean as low as is consistent with the due circulation of air, 
and with the conditions necessary for renewal of air. 

I have endeavoured to explain to you how the air of a room 
is rendered impure by the presence of persons in it. I have 
also told you that in order to counteract this, it is necessary to 
remove the breathed air and to replace it by fresh air. 

I have also told you that theoretical results have pointed to 
3,000 cubic feet of air per occupant as the quantity of air which 
should be supplied to keep the air in a satisfactory condition. 

In practical experiments made in barrack rooms, it was 
found that an inflow through the special apertures for admitting 
fresh air and removing foul air equal to 1,200 cubic feet per 
occupant of air removed and replaced per hour, was sufficient 
with 600 cubic feet of space to keep the impurity of the air 
down to the standard before mentioned. 

In hospital wards, where the emanations from the sick cause 
different conditions to prevail, an inflow of 2,000 cubic feet per 
hour, with a cubic space much enlarged, dependent on the 
condition of the sick, was found desirable. 

You will see that this is less than that given above by 
theoretical calculation. This need not be set down to errors 
in calculation or in theory, because the conditions under which 
the air flows in and out of a room are so varied. 

The walls and ceiling themselves allow of a considerable 
passage of air. All building materials are porous. 

If you look at any ceilings you will see that an old ceiling is 
often blackened where the plaster has nothing over it to check 
the passage of air, and that where the wooden joists come and 
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the air has not passed so freely, it is less black.* If you break 
the plaster, you will find that its blackness has arisen from its 
having acted like a filter, and retained the smoky particles 
while the air passed through. 

Moreover the porosity of the walls materially influences the 
moisture, for a porous wall may absorb much moisture ; and on 
this account rooms with walls of polished impervious material 
require much more air to pass through them than rooms with 
porous walls, because, in the absence of sufficient ventilation, 
when the walls are colder than the air, moisture condenses on 
the walls, and runs down them. 

Where no special arrangements are made for changing the 
air, ill-fitting doors and windows allow of the passage of a 
considerable quantity of air. 

In a temperate climate, where the changes of temperature of 
the outer air are rapid and considerable, these means of 
producing the outflow from, and the inflow of air into, a confined 
space are in constant operation. A sleeping room is very warm 
at bed-time ; a rapid fall of temperature outside occurs, and at 
once a considerable movement oi air takes place through every 
available opening. 

The majority of occupiers of sleeping rooms in England close 
their windows at night ; they often block up the chimney by a 
register or otherwise to prevent the blacks tailing. They have 
no special inlet or outlet for changing the air, and if it were 
not for the continual insensible change of air which passes 
through the walls, doors, and window chinks, &c., the occupants 
would be asphyxiated. A well-built house unprovided with 
special means for the inflow of fresh air is a real source of 
danger. 

In order to afford the necessary chani^e of air in a convenient "• Efficient yen- 

. - . •'. , s* , ^ - tilation should 

manner, you must have a certain cubic space; and the great be impe.cepubie 
object of efficient ventilation is to enable change of air to take 
place without its being unpleasant from the draughts which it 
occasions. 

This change of air is governed by certain natural laws. movement of 

Air consists of molecules, which are very loosely attached to air. 
each other, and small increases of temperature, or slight 
diminutions of pressure, allow these molecules or particles to 
separate ; and thus a cubic foot of warmed air weighs less than 
a cubic foot of cold air. 

For instance, at a temperature of 32° Fahrenheit, a cubic 

* Where a ceiling is of brick with iron joists other conditions prevail, 
which I shall not enter into here, and the position of the iron joist is often 
marked by a black line. 
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foot of cold dry air, at the level of the sea, would weigh abont 
567 grains. At a temperatnre of 100° Fahr., a cubic foot of 
air would only weigh 497 grains ; and at a temperature of zero, 
that is 32° below freezing-point, it would weigh 606 grains. 

It follows from this that air, when it is warmed, expands and 
ascends ; and air, when it is cooled, contracts and falls. 

It also follows that as the warm air ascends, the colder air 
around rushes in to fill its place. 

Eveiywhere this heating and cooling of the air is going on ; 
the sun's rays warm the objects on which they impinge, these 
objects in their turn warm the air : the vicinity of a shaded 
surface cools the air : and thus both in turn cause movements 
in the currents of air. 

In this room, as air is warmed by your bodies, it ascends ; it 
comes against the glass of the windows or skylight, cools, and 
falls down. You say that you feel a draught from the window; 
that is not necessarily air coming in from the window ; it may 
simply be the cooled air falling on you. 
13. LawB which It is ou this law of the dilatation of air that all the move- 
mentTo?ai? due Hicut of the atmosphcrc depends, from the winds and hurricanes 
to natural ^q ^Jjq ventilation of our houses, except where we propel air by 
fans or other mechanical appliances. 

The law which regulates this movement of the air in a 
confined space, when the temperature is higher than that of 
the outside air, depends upon the following considerations : — 

1. Upon the difference of temperature of the air inside the 
confined space, as compared with that outside. 

2. Upon the area of the aperture through which the air 
passes. 

3. Upon the height of the column of ascending air. 
c — If A B represent the height of a column of air of the outside 

temperature ^, and A the height of a column of the same 
quantity uf air expanded by the warmer temperature <', then 
the velocity at which the warmer air ascends will be that which 
would be acquired by a body falling from to B. 
The theoretical formula due to this is : — 

V = v/bC X 2 ^. 

And where V = velocity in feet per second. 
H = height of shaft. 
t' = temperature in shaft. 
t = temperature out of doors. 

a = co-efBcient of dilatation of air, which for 1° Fahren- 
heit = -00203. 

The theoretical equation becomes V = 8*204 v Ha (t ' - i). 
But the actual movement of air in a flue is very different. 
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It is diminished by the resistance afiForded by the chimney or 
flue in which the column of ascending air is contained. This 
resistance increases directly with the length, and inversely with 
the diameter or area, of the flue; and it also increases with 
the square of the velocity of the air currents. The resistance 
is, moreover, much influenced by the material forming the sides 
of the flue ; with a sooty flue the velocity, with equal tempe- 
ratures, has been found to be one-half that of a clean flue. 
The velocity is, moreover, diminished by any impediment to 
the ingi'ess of the fresh air required to supply the place of that 
which flows out, and therefore an efficient system of ventilation 
requires that the extraction of air should be accompanied by 
arrangements for the supply of fresh air. 

For these reasons it is preferable, in estimating the amount 
of air removed for purposes of ventilation from buildings 
already constructed, to measure the actual volume of the air ni 
the flues or air passages ; that is to say, to cause it to pass 
along a channel, the size and area of which are known, and 
then to measure the velocity with which the air passes througli 
this channel. 

The multiple of the area into the velocity in a given time 
gives the volume which passes through in that time. 

There are various ways of measuring the velocity. It may i*- ^^^.j^^^^'jjj^^ 
be done by puffs of vapour of turpentine ; by little balloons movemeat of 
filled with hydrogen, and weighted to be of the exact specific ^^'' 
gravity of air. A very convenient instrument is the anemometer, 
of which I show a specimen. The vanes are turned by the 
air, and the number of the revolutions, apportioned to the 
movement of the air, has to be ascertained m the first place 
by direct experiment, that is, by forcing a known bulK of 
air through a channel of a given size. That is to say, you 
provide a box or a cylinder of a certain size with a piston, and 
in connection with this box you place a tube of a known area 
and fitted to the size of the anemometer. You place the ane- 
mometer in the tube, and you note its reading, xou then cause 
the piston to descend in a given time, and thus force the air • 

contained in the box through the tube. You then note the 
reading of the anemometer ; and thus ascertain the number of 
revolutions which coincide with the volume of air which has 
passed through the tube out of the box. 

This method requires great care and attention, and the absence 
of all cross currents in the place where the experiment is made. 

Another method for very roughly ascertaining the value of 
the revolutions of the anemometer is to draw the anemometer 
through the air at a given rate in a given time, and note tho 
revolutions ; but this is liable to many errors. 
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In heated flues and chimneys of manufactories Fletcher's 
anemometer is a very convenient form for measuring the speed 
of the air and gases. 

The instrument consists of two parts. The first part consists 
of two metal tubes of about ^^ of an inch internal diameter, 
open throughout, and of any length ; secondly, of a manometer, 
or pressure gauge. 

Of these tubes the end of one is straight, while that of the 
other is bent to a right angle. When in use these tubes are 
placed parallel to each other, so that their ends are exposed 
to the current of air to be measured. They lie at right angles 
to the current, which thus crosses the open end of the one, 
and blows into the bent end of the other. 

By this means a partial vacuum is established in the straight 
tube, whilst the pressure of the current forces the air into the 
bent tube. A differential manometer attached to the outer 
ends of the tubes shows the excess of pressure in the bent tube 
over that in the straight one. 

The manometer used is a simple U tube set vertically, fitted 
with microscopes and vernier scales, and containing ether. 

The difference of level of the surfaces of the ether in the 
two limbs can be measured to i^V?r of an inch. This difference 
of level between the columns of ether becomes a measure of the 
speed of the current passing the ends of the anemometer tubes ; 
tne law which governs the speed is expressed generally by the 
formula v = \/p x 28*55. The corrections to be made for 
small variations of barometric pressure and temperature are 
unimportant. 

This is a very convenient form of anemometer, because the 
pressure-tubes may be of any length or diameter, and may be 
connected with the manometer by india-rubber tubing of any 
length. Therefore the readings may be observed in any 
convenient place at a distance from the flues. 

The pressure-tube should project into the air current to the 
extent of one-sixth part of its diameter, to measure the average 
velocity. 

It is desirable, after observing the height of the ether in the 
tube then to reverse the connection with the manometer, and 
to take a second reading ; if the smaller reading be deducted 
from the greater, twice the height of the column supported by 
the difference of pressure is obtained, and the error of observa- 
tion is halved. But in this, as in the anemometer with vanes, 
there is a difficulty in accurately observing low velocities, i.«., 
under one foot per second. 

It is worth noting that a sheet of light tracing paper moved 
through the air at 2 feet per second takes up an angle of 45®, 
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and affords a ready means of measuring that velocity ; and for 
smaller velocities the angle assumed by the flame of a candle 
affords a fairly accurate index, according to the following 
table : — 

Velocity of flow of air. Angle of inclination of flame 

Feet per second. of candle with horizon. 

1-6 30® 

1-0 40° 

0-75 ' 60® 

0-60 60® 

0-40 66® 

Artificial methods in use for movincr air may be classed as i«- Mechanical 

J. 1 1 o »/ appliances for 

lOlloWS : moving air. 

1st. Movement by the application of heat to extract air, thus 
causing a vacuum which is filled up by fresh air rushing in to 
fill its place. Of this method the open fireplace is a familiar 
instance. 

2nd. The use of pumps to draw out or to force in air. 

3rd. The use of fans either to extract the air from or to 
force it into the space to be ventilated. 

You will see from the formula for calculating the velocity of 
air in a shaft or flue that the velocity will vary either with the 
height of the shaft or with the temperature of the shaft. 

Hence a tall shaft with a small increase of temperature of air JJtiJJJ^hei?? u 
may produce as high a velocity as a short shaft in which the movement of air 
temperature is high. 

In this latter case, it would be necessary to consume a large 
amount of fuel to increase the temperature of the air which 
passes up the shaft. 

Therefore the economy with which the law of dilatation of 
air can be applied in practice depends on the height of the 
shaft available. 

If you require the extraction of air to go on continuously, you 
will find that a lofty chimney shaft will be the cheapest and 
most effectual way of securing your object. It is simple and 
permanent. It requires comparatively little repair, and no 
skilled labor to look after it. 

Moreover, whilst a chimney flue acts by means of the dilata- 
tion of air, it also acts in another and occasionally very efficient 
manner. Whenever wind blows over the top of a shaft, it draws 
with it the air in the shaft, and causes an extraction ; and as 
movement is almost always taking place in the atmosphere out 
of doors, you may almost always rely upon a certain degree of 
extraction of air from a house or a room by means of shafts 
carried up to above the roof, which is independent of the 
temperature of the air in the shaft. 
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J7. Indirect ap- But if you OTily Want ventilation to be put in operation from 

by meaos^of time to time, as in a meeting hall, it may often be found that 

'»n8. when you take into consideration the first cost, the extraction 

of air by a properly constructed fan worked by a gas or other 

heat engine, would in many cases be more economical than the 

flue extraction: in all cases the warming of the air which 

takes the place of that removed must be taken into account. 

movement^of !r There are various methods by which the extraction of 

of windows, and air may be effected by shafts and flues on a large scale ; but 

fnietsandottaetii WO are here chiefly concerned with the application of these 

in rooms. Isi^fs to Ventilation on a small scale, that is, to the ventilation 

of separate rooms rather than of large buildings. All that I 

have told you respecting the movement of air governs the 

ventilation of your rooms where you have sash windows and 

fire-places ; and the simplest way of securing an efficient 

change of air in a room without having resort to mechanical 

appliances, such as fans, or the direct application of heat, is 

to utilise the movement of the atmosphere, to which I have 

already alluded. 

You have only to make an opening at the upper part of a 
room, out of which the warmed air can pass, and an opening at a 
lower level through which fresh air can flow in, to obtain a 
change of air. 

For instance, if the top sash of your window is lowered and 
the bottom sash raised, the warmed air passes out of the room 
at the top, and the cooler outer air flows in below. 

Your window can be arranged to form a very convenient 
inlet for fresh air, without causing a perceptible draught, by 
cutting a slit in the lower bar of the upper sash of a window, 
so as to leave a clear space of about a quarter of an inch alon^ 
its whole length, through which the fresh air will be drawn in 
an upward direction. 

Ventilators which act similarly to direct the current of air 
towards the ceiling are sometimes introduced into the upper 
panes of window-frames, such as hopper ventilators, or Moore's 
louvred panes ; but these are all makeshifts : and although the 
windows, when they can be kept open, are the best means for 
the periodical renewal of the whole air in a room, every room 
should have special inlets and outlets for air, arranged so as to 
be independent of the windows. 

If you have a room to ventilate which has no fireplace, and 
which is without openings in the lower part, and has no rooms 
above it, such for instance as a chapel or meeting house, or 
sometimes a stable, you can do so by means of a Watson's 
ventilator. This ventilator consists simply of a tube carried up 
to above the roof, divided into two parts by a vertical diaphragm 
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down the middle, one part being carried up rather higher than 
the other. 

This diaphragm will cause a double current to be set up in 
the tube ; an upward current of air will be established in the 
side of the tube which is carried up above the other, and a 
downward current will prevail in the other compartment of the 
tube, and the movement of air will generally be unaccompanied 
by unpleasant draughts. 

There are now in general use several forms of simple ven- 
tilators, such as Watson's and Sheringham's, which all act more 
or less efficientlv. 

The most efficient, and at the same time most simple, method i9. Effect of 

p • it • p • J i J 1 • X i? shafts without 

tor removmg the air of a room without having recourse to tans heat. 
or other mechanical appliances is to carry up shafts from the 
room to above the roof so as to utilise the movements of the 
atmosphere, to which 1 have already alluded, to assist the move- 
ment which would naturally take place, partly from the warmer 
air of the room rising up throu/h the shaft, a,nd partly from 
the movement of the atmosphere outside, which, as I have 
already mentioned, will draw air up the tube. 

Thus, if the atmosphere should be without perceptible 
movement in cold weather, when the temperature indoors is 
maintained for comfort above that ont of doors, the difference 
of temperature will cause an upward movement in the shaft. 
In hot weather, if the shaft is colder than the outer air, a 
down current may probably ensue ; but if in hot weather there 
should be little or no movement in the shaft, this occurs at a 
time when the windows can be kept open, and the air be 
renewed by this means. 

The velocity due to the action of the wind which prevails 
in a shaft is modified by friction. This friction varies inversely 
with the area of the shaft, and in the case of small tubes it 
forms a very perceptible element of retardation. 

Experiments made with tubes 3 inches in diameter tend to 
show that the velocity obtained in the tube was about ^ of 
that of the wind ; larger diameters on the other hand produce 
better results. 

These results were obtained in a place supplied as far as 
possible with fresh air to replace that removed, in a manner 
as far as possible independent of the movement of the atmos- 
phere, and with the top of the tube freely exposed on all sides. 

These shafts will very rarely be found to be without action, 
for the atmosphere is always more or less in movement ; and 
whenever there are currents passing over the top of the shaft 
an upward current is produced in the shaft. 

Inventors frequently maintain that this action of the flue or 
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20. Effect of 
open flres on 
ventilation of 
a room. 



shaft IS influenced by special forms of cowls. No doubt you 
must have a top or cover to the shaft to prevent rain coming 
down ; but numerous experiments which have been made by a 
Committee of The Sanitary Institute tend to show that, with 
equally sized apertures at the top, an open tube would act best, 
and that the principal condition in the shape of the top which 
influences the velocity, under similar conditions of lorce of 
wind, is the area of the aperture as compared with the area of 
the upcast flue. 

That is to say, an increase in the area of the aperture of the 
top, properly regulated as to shape, may, under certain circum- 
stances, produce an increased velocity in the upcast flue ; and 
where a cowl appears to show an increased velocity in an 
upcast flue, it results from the enlarged area afforded by the 
cowl as compared with the area of the shaft. 

In certain positions where surrounding buildings affect the 
current, there are forms of cowls which appear to protect the 
flue from down-draught. But in the majority of cases, it would 
seem as if intricate forms of cowls serve to diminish the natural 
effect of the wind ; whilst they act in chimneys to impede the 
escape of the smoke. 

These shafts for removing the air must be supplemented by 
inlets to admit fresh air. 

If you have a fire place with a fire in the grate, the heat of 
the fire will draw a large volume of air up the chimney, which 
is of itself a most efficient extracting flue. 

Hence every room which possesses an open fire place is 
furnished with a very powerful engine of ventilation. 

But the efficiency of the fire place depends on mechanical 
force, that is to say, upon the heat developed by the fuel 
consumed. 

The open fire place, by means of the heat which it generates, 
acts just like a fan or a pump to force or draw the air out of the 
room. So long as the fire is lighted it is continually at work. 

The way in which an ordinary open fire place acts to create 
circulation of air in a room with closed doors and windows is as 
follows. The air is drawn along the floor towards the grate ; 
it is then warmed by the heat wriich pervades all objects near 
the fire, and part is carried up the chimney with the smoke, 
whilst the remainder, partly in consequence of the warmth 
which it has acquired from the fire, and partly owing to the 
impetus created in its movement towards the fire, flows upwards 
towards the ceiling near the chimney breast. 

It passes along the ceiling, and as it cools in its progress 
towards the opposite wall, descends to the floor, to be again 
drawn towards the fire place. 
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The open fire place thus presents special advantages for 
securing efficient ventilation by means of the circulation of air 
which it creates. Up to a certain point it makes the room in 
which it is in use independent of other means of extraction of 
air. For instance, a fire place with an ordinary sized flue and 
a good fire, will extract somewhat above 30,000 cubic feet of air 
per hour from a room. If the room is crowded the fire will not 
suffice for ventilation ; and, moreover, the degree of vitiation of 
the air tends to make the fire dull and diminish its efficiency. 

The air thus extracted must be drawn into the room from 
somewhere, and unless arrangements be made for supplying the 
room with warmed fresh air, cold air finds its way into the room 
through the special inlets, if any are provided ; if not, through 
the chinks of the windows and doors, or wherever it can get in 
most easily. There is this objection to the open fire, namely, 
that the large volume of fresh air required to supply that drawn 
up the chimney cannot always be warmed with sufficient rapidity 
by contact with the walls and furniture only ; the temperature 
in different parts of the room is therefore frequently \ery 
unequal, and the occupants are subjected to draughts ; and if 
there are two fireplaces in the same room unprovided with 
special means for the admission of fresh air, one of which is not 
lighted, the air is often drawn down the vacant chimney. 

It is therefore desirable in cold weather to replace some part 
at least of the air drawn up the chimney by air partially 
warmed. This can be effected in various ways, either by a 
service of hot-water pipes carried into all the rooms, to coils 
placed in front of the fresh air inlets, so as to warm the fresh 
air as it enters the room ; or by bringing warmed air into the 
room by flues from a central heating apparatus. 

The advantage of this latter arrangement is that the air 
can be brought to the heating apparatus from a pure source, 
and that it can, if desired, be filtered through jute cloth so as 
to free it to a great extent from dust. 

Where large numbers of persons are to be provided for, 
especially for instance in schools, some mechanical means of 
supplying air is absolutely necessary; but in ordinary houses 
the simplest plan of providing warmed air is to utilise some of 
the waste heat which, in the case of an ordinary open fire-place, 
passes away unused up the chimney. , 

The ventilating fire-place, which has been generally adopted 
in barracks, was designed with the object of obviating the 
above-named objections to the common fire-place, and to utilise 
the spare heat, as well as to provide such adequate means of 
ventilating the soldiers' rooms in cold weather when the windows 
are shut, as would not be liable to be deranged. 
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Fresh air is admitted to a chamber formed at the back of 
the grate, where' it is moderately warmed by a large heating 
surface, and then carried by a flue, adjacent to the chimney 
flue, to the upper part of the room, where it flows into the 
currents which already exist in the room. 

Barrack rooms have fireplaces and windows, but these are 
not sufficient as ventilating appliances in rooms where there are 
many occupants. 

The ventilation is therefore supplemented by Sheringham's 
valves near the ceiling, and by shafts carried from the ceiling 
to above the roof. 

These shafts have generally been made of wood or brick ; for 
if made of zinc, exposed to the outer air, that part of the action 
which is due to the excess of the warmth of the air of the room 
over that of the outer air would be retarded in cold weather. 

21. Limits of The methods of ventilation which are adequate for barrack 

ventilation with i ^ ^ tv* e t i i i 

out mechanical rooms would uot suflice Tor placcs where large numbers are 
appliances. congregated, as, for instance, in large schoolrooms. In these it 
would be preferable to adopt either a method of forcing in 
fresh air by means of a fan, or of extracting the air by means 
of a powerful shaft, and replacing the air thus extracted by 
fresh air. In a properly devised building the latter would be 
the most economical arrangement. 

With proper arrangements for the supply of fresh air, the 
purity of the air would be the same in either case. But in our 
large board schools you may take it as an axiom that you 
cannot secure adequate ventilation without the application of 
some mechanical system ; and that, in order to obtain the 
greatest economy in the application of a mechanical system, it 
is essential that it be made a part of the original design. 

This question is, however, somewhat beyond the limits of my 
present lecture. 

There are, however, many points to be considered in con- 
nection with this question of simple natural ventilation. 

22. Conditions in The action of wiud, whilst it tends to exhaust the air 
whichmay o^pt through the tube, is, at the same time, acting on all other 
arMfldau?^^ Openings in the building, either to exhaust or to force in air. 
venfiSrti^"*^ '^^ Heucc gusts of wiud will sometimes cause a reverse action in 

the tube, in consequence of some other opening acting tempo- 
rarily as a means of extraction. The position of rooms in a 
building materially affects the question of ventilation. 

If you have a house with a central staircase from top to 
bottom, and with a skylight at the top, this will act as a shaft, 
and being large it is more powerful than smaller shafts, and it 
will tend to draw air into itself from the rooms, and often 
counteracts the effect of the chimneys, especially when the 



SIB BOITOLAS OALTON. 77 

chimneys are cold, or when their size is greater than required 
for the removal of the air provided for their supply. 

In the latter case, a double current, one up, one down, and 
both sluggish, is sometimes established in the chimney. 

A smoky chimney may, therefore, often be cured by being 
reduced in area, so as to reduce the volume of air required to fill 
it, or by an adequate provision of fresh air to the room in which it 
is placed, or by a supply of air in an adjacent hall or staircase. 

The effect of a hign wind is to diminish the air pressure in a 
house when all windows are closed on the side of the outer-air 
pressure : hence, although some of the chimneys may have an 
accelerated draught due to the velocity of the wind, the action 
of the air pressure may be to cause others of the chimneys to 
smoke. The remedy for this would be to open slightly the 
windows on the side of the air pressure, so as to allow the 
pressure to act equally through the house. 

It will frequently happen that the open fires in the rooms 28. conditions 
which require to be fed with fresh air, together with the warm regulate ^eob 
air shaft formed by a central staircase, will combine to draw ltr°for*veiitih? 
in the air from every available opening. They will draw up '^^vpn^po'**- 
the air from the basement ; they will draw it, if they can, 
from the water-closets and sink-pipes, unless the water-closets 
and sinks are in projecting buildings cut off by lobbies 
ventilated from the open air. 

For these reasons it is of importance not only to shut off the 
staircase from the basement, but to provide fresh air to the 
staircase ; and when open fires are used, to supply each room 
in which there is on open fire-place with its own supply of fresh 
air. If the temperature of the room is to be kept up to a 
pleasant heat, this must to some extent be warmed air. 

The fresh air should be obtained from places where there are 
no adjacent sources of impurity; especially not from the 
vicinity of ash-pits, manure heaps, gully gratings; or other 
sources of foul air. The inlets from the outer air should be at 
least two feet from the ground, and the surface near should be 
paved and sloped away from the inlet, so as to carry off wet 
rapidlv. 

It has been estimated that the impurities of town air are 
very much diminished at 200 yards height, and are not found 
above 600 yards in height. A Lonaon fog will rarely be 
perceptible at a height of above 100 yards; consequently, to 
bring pure air into a large town, the simplest way would be to 
draw it down from a height by means of a high snaft or tower. 
The Houses of Parliament could be supplied with very much 
purer air than is now provided for them by bringing the air 
from the top of the Victoria Tower. 
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The temperature at which air should be delivered in a room 
depends somewhat on the temperature of the outer air. With 
a temperature out of doors of 86°, air delivered at 60° would be 
felt as too cold. Similarly, in the Arctic expedition, with an 
out-of-doors temperature — 40° below zero, a temperature 
of + 40° was felt to be hot. 

In this climate the temperature indoors should be maintained 
at from 50° to 64°, and the warmed inflowing air should not 
vary much from this temperature ; in any case it would not be 
desirable to exceed from 68^ to 70*^. 

The hygrometric condition of the air must also be considered. 
If the air is too dry, it may, after it has been warmed, be passed 
over vessels containing water, to allow it to take up additional 
moisture — but the natural dampness of an English climate 
renders this less necessary here than it may be on the continent 
of Europe, or in Canada and North America where the air is 
often very dry. 

It has not unfrequently happened that complaints of the 
oppressiveness of dry air artificially warmed have been caused 
rather by the insufficiency of the supply of warmed air than 
from its dry condition. 

The channels for the admission of air should as a rule be 
short, direct, and accessible. 

Long channels collect dirt, and form a refuge for insects. 
But if it is necessary to make them long they should be easily 
accessible for cleaning. 
24. conciuflion. In this single lecture I have only had time to give you some 
general suggestions upon this important subject. 

I would, in conclusion, say that it should be accepted as an 
axiom that by the best ventilating arrangements we can only 
obtain in our rooms air of a certain standard of impurity : and 
that ventilating arrangements are only makeshifts to assist in 
remedying the evils to which we are exposed from the necessity 
of obtaining an atmosphere in our houses different in tempera- 
ture from that of the outer air. 

To obtain that temperature we sacrifice purity of air ; there- 
fore, whenever the outer temperature permits it, windows should 
be widely opened, so as to replace the air of the room by fresh 
air as often as possible. 
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The great and increasing importance of the duties devolving upon Local 
Surveyors and Inspectors of Nuisances, in connection with the various 
Acts relating to Public Health, Drainage and Water Supply, the Sale 
of Food and Drugs, &c., led the Council of the Sanitary Institute of 
Great Britain in 1877 to establish Voluntary Examinations, to appoint a 
Board of Examiners, and to grant Certificates of Competency in Sanitary 
knowledge. 

The Sanitary Institute, in which the older body was incorporated in 1888, 
iff continuing this important work. 

The Examinations are arranged in two grades, and are intended to 
enable Local Surveyors and Inspectors of Nuisances, or persons desirous of 
becoming such, or of obtaining the Certificate of the Institute, to prove 
their competency in the subjects of Examination. A register of successful 
Candidates is kept at the Offices of the Institute, and a copy will be for- 
warded to Local Boards and Sanitary Authorities on application. Many 
Boards and Corporations require Candidates, when making applications for 
appointments, to produce a certificate of this kind. 

Up to Dec., 1891, 40 Examinations had been held; 1493 Candidates 
had been examined, 181 as Local Surveyors, and 1312 as Inspectors of 
Nuisances ; of these 903 passed the Examinations and received Certificates, 
78 as Local Surveyors, and 825 as Inspectors. 

Examinations in Practical Sanitation and Building, so far as it relates to 
Sanitary Construction, are held in conjunction with the Worshipful Com- 
pany of Carpenters. 

In order tx) make the Examinations for Inspectors more accessible to 
persons residing in the country, the Council have arranged to hold 
periodical Examinations in the following centres, in addition to the 
Examinations held in London, provided that at least 20 Candidates send in 
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applications for Examination: — Newcastle-on-Tyne ; Liyerpool, Leeds or 
Manchester ; Birmingham or Bristol. 

These Examinations in the Provinces will be carried out in the same way 
as the Examinations in London, and similar Certificates will be granted. 
It is hoped that later on arrangements may be made for holding them also 
in Scotland and in Ireland. 

Each Examination occupies a portion of two days. On the first day the 
Examination of Surveyors occupies six hours^viz., usually from 11 a.m. 
till 2 p.m., and from 3 till 6 p.m., and consists of written papers only. 
Inspectors of Nuisances have three hours' written Examination on the first 
day — viz., usually from II a.m. to 2 p.m. On the second day the 
Examination, for each class, usually commences at 11 a.m., and is vivd voce^ 
with one or more questions to be answered in writing, if deemed necessary. 
Every Candidate is required to furnish the Board of Examiners with 
satisfactory testimonials as to age and personal character, and to give two 
weeks' notice previous to presenting himself for Examination. The fee for 
Examination must be paid to the Secretary ; 10s. 6d. on making applica- 
tion, and the remainder at least one week before the day of Examination. 
On the receipt of the fee, a ticket will be forwarded admitting to the 
Examination. 

No one under 21 years of age is admitted to the Examinations. 
A Certificate of Competency, signed by the Examiners and bearing the 
Seal of the Institute, is granted to each successful Candidate; but it 
must be distinctly understood that no Certificate will be granted to any 
Candidate unless he can write legibly, spell correctly, and possesses a fair 
knowledge of arithmetic, so that he may be able to prepare a report on 
any subject connected with his duties, creditable to himself and to the 
Authority employing him. 

The fees payable for the Examination are as follows :^ 
As Surveyors, £5 5s. 
As Inspectors of Nuisances, £S 3s. 
But when the Examinations are held in Provincial Towns, £1 Is. extra 
will be charged to the Candidate in order to cover the expenses incurred 
in holding an examination out of London. 

Unsuccessful Candidates are allowed to present themselves at any other 
Examination within twelve months on payment of half fees. 
The dates of the Examinations for 1892, are as follows : — 
For Surveyors- 
London — Friday and Saturday, June 17th and 18th. 
For Inspectors of Nuisances — 

Bristol — Friday and Saturday, March 4th and 5th. 
London „ „ April 8th and 9th. 

Derby— Thursday and Friday, April 28th and 29th. 
Wakefield — Friday and Saturday, June 10th and 11th. 
Newcastle — „ „ June 24th and 25th. 

Cardiff— „ „ July 8th and 9th. 

London — „ „ December 2nd and 3rd. 

Liverpool — „ „ December 16th and 17th. 

The forms to be filled up before the Examination, by Candidates and by 
those persons recommending them, will be supplied on application to th^ 
Secretary. 



SYLLABUS of SUBJECTS for EXAMINATION. 



FOR LOCAL SURVEYORS. 
(1.) Laws and Byb-Laws—A thorough knowled^ of the Acts aifocting Sanitary 
Authorities, as far as they relate to the duties of Local Surveyors; also, of 
tlie Model By-Laws issued by the Local Government Board. 
(2.) Srwbragb and Drain aob— The Sanltaiy arrangements of houses, including 
internal drainage, the construction of water-closets, privies, and dry-closets, 
the removal and disposal of refuse ; the Sanitary defects of Builder's and 
Plumber^s work ; the Sanitary principles of Sewerage and Drainage and 
their application in the preparation of schemes for, ana in the construction 
of. Sewerage works: the flushing and ventilation of sewers, and the treat- 
ment and (Ssposal of sewage. 
(3.) Watbr Supply of Towns and Housbs— The sources of water, methods of 
collecting, purification (filtration, softening, &c.), and distribution. The 
Sanitary principles of Water Supply, and their application in the preparation 
of schemes for, and in the construction of, Water- works ; the various ways in 
which water is likely to become polluted, and the best means of ensuring 
its purity. 
(4.) Structural— Regulation of Cellar Dwellings and Lodging Houses, and of 
Baths and Wash-houses; General principles of Ventilation and their practical 
application ; the amount of air and space necessary for men and cattle ; the 
means of supplying air, and of ensuring its purity. 
(5.) Highways and STRBBTs—The Sanitar}*^ principles which should be observed 

in the construction and cleansing of streets ana roads. 
Candidates will be required to make free-hand sketches. 
Any person having passed the above Examination and received the Certificate for 
Local Surveyor is, by virtue of having such Certificate, upon proposal and election 
as Member of the Institute, exempt mm pavment of the Entrance Fee, and will 
only be called upon to pay the reduced subsciiption of £1 Is. annually. 

FOR INSPECTORS OF NUISANCEa 



Duties of Inspectors of Naisances as defined by 
the Local Government Board. 

(1.) He shall perform, either under the special 
directions of the Sanitary Authority, or so far as 
authorised by the Sanitanr Authority, under the 
directions of the Medical Officer of Health, or in 
cases where no such directions are required, without 
such directions, all the duties specially imposed upon 
an Inspector of Nuisances by the Public Health Act, 
1876, or by any other Statute or Statutes, or by the 
Orders of the Local GoTemment Board, so far as 
the same apply to his office. 

(2.) He shall attend all meetings of the Sanitary 
Authority when so required. 

(8.) He shall by inspection of the District, both 
systematically at certain periods, and at intervals as 
occasion may require, keep himself informed in re- 
snect of the nuisances existing therein that require 
abatement. 

f4t) On receiving notice of the existence of any 
nuisances within Uie District, or of the breach of 
any by-laws or regulations made by the Sanitary 
Authority for the suppression of nuisances, he shall, as 
early as practicable, visit the spot, and inquire into such 
alleged nuisance or breach ox by-laws or regulations. 

(5.) He shall report to the Sanitary Authority any 
noxious, or offennve businesses, trades, or manu- 
factories established within the District, and the 
breach or non-observance of any by-laws or regula- 
tions made in respect of the same. 

(6.) He shall report to the Sanitary Authority any 
damage done to any works of water supply, or other 
works belon^g to them, and also any case of wilful 
or negligent waste of water supplied by them, or any 
fouling by gas, fllth, or otherwise, of water used for 
domestic purposes. 

(7.) He shah from time to time, and forthwith upon 
complaint, visit and inspect the shons and places 
kept or used for the preparation or sale of butchers* 
meat, poultry, Ash, fnut, vegetables, ooxn, brea<*i 



Syllabus of Subilects for 
Examination. 



The Provisions of the Acts and 
Model By-Laws relating to the duties 
of Inspectors of Nuisances. 



A knowledge of what oonstitates a 
Nuisance. 

Methods of Inspection, of Dwellings, 
Cellar Dwellings, Dairies, Milk-shopn, 
Markets, Slaughter-houses, Cow-sheds, 
Canal Boats and Nuisances especially 
connected with Trades and Manu- 
factories. 



The Physical Characteristics of good 
Drinking Water — ^the various ways in 
which it mav be polluted, by Damage 
to Supply Works or in Houses, and 
the means of preventing pollution- 
Methods of Water Supply. 



flour, milk, or any other article to which the pro- 
Tisions of the Pablio Health Act, 1875, in this behalf 
ahaU apply, and examine any animal, carcase, meat, 
poultry, game, flesh, fish, fmit, vegetables, com, 
oread, flour, milk, or any other article as aforesaid, 
which may be therein ; and in case any such article 
appear to him to be intended for the food of man, 



The Characteristics of good and bad 



* The sale of Food and Drags* Act, 



tion, and simple methods of Venti- 
lating Booms — Measurement of Cubic 
Space. 



Disinfectants and Methods of Disin- 
fection. 



and to be Unfit for such food, he shall cause the same } J?J^ (»*ch as Meat, Fish, Milk, Vege 

to be seized, and take such other proceedings as may tables}. 

be necessaiT in order to hare the same dealt with by 

a Justice : Provided, that in any case of doubt arising 

under this clause, he shall report the matter to the 

Medical Officer of Health, with the view of obtaining 

his advice thereon. 

(8.) He shall, when and as directed by the Sanitary " 
Authority, procure and submit samples of food, drink, 
or drugs suspected to be adulterated, to be ani^sed 
by the analyst appointed under *'The Sale of Food 
and Drugs Act, 1875," and upon receiving a certifi- 
cate stating that the articles of food, drink, or drugs 
are adulterated, cause a complaint to be made, and 
take the other proceedings prescribed by that Act. 

(9.) He shall give immediate notice to the Medical "^ rm. -d i i.> ^ ax 

Officer of Health of the occurrence within the dis- J*^? ReguUtions affecting persons 

trict of any contagious, infectious, or epidemic disease ; ^^^S or recovermg from Infectious 
and whenever it ippeis to him that the intervention I diseases, and some taiowledge of such 
of such officer is ^essaiy in consequence of tiie > diseases-Theprmci^es of Ventila- 
existence of any nuisance injurious to h«dth, or of 
anv overcrowding in a house, he shall forthwith 
inform the Medical Officer of Health thereof. 

(10.) He shall, subject to the directions of the 
Sanitary Authority, attend to the instructions of the 
Medical Officer of Health with respect to any mea- 
sures which can be lawfully taken by an Inspector of 
Nuisances under the Public Health Act, 1875, or 
under any other Statute or Statutes, for preventing 
the spread of any contagious, infectious, or epidemic 
disease of a dangerous character. 

(11.) He shall enter from day to day, in a book to 
be provided by the Sanitary Authority, particulars of 
his inspections and of the action taken by him in the 
execution of his duties. He shall also keep a book 
or books, to be provided by the Sanitary Authority, 
so arranged as to form, as far as possible, a con- 
tinuous record of the sanitary condition of each of 
the premises in respect of which any action has been 
taken under the Public Health Act, 1876, or under 
any other Statute or Statutes, and shall keep any 
other systematic records that the Sanitary Authority 
may re<mire. 

(12.) He shall at all reasonable times, when applied 
to- bv the Medical Officer of Health, produce to hhn 
his books, or any of them, and render to him such 
information as he may be able to furnish with respect 
to any matter to wMch the duties of Inspector of 
Nuisances relate. 

(13.) He shall, if directed by the Sanitary Au- 
thority to do so, superintend and see to the due 
execution of all works which may be undertaken 
under their direction for the suppression or removal 
of nuisances within the district. 

(14.) He shall, if directed by the Sanitary Authority 
to do so, act as Officer of the said Authority as Locid 
Authority under the Contagious Diseases (Animcds) 
Act, 1886, and any Orders or Begulations made 
thereunder. 

(15.) In matters not specially provided for in this - 
Order, he shall observe and execute all the lawful 
orders and directions of the Sanitary Authority, and 
the Orders of the Local Government Board which 
may be hereafter issued, applicable to his office. 

Any person havinfir passed the above Examination and received the Ceptiflcate for 
Inspectors of Nuisances is, by virtue of having such Certificate, upon proposal and 
election as Associate of the Institute, exempt from payment of the Entrance Fee, 
and will only be called upon to pay the reduced subsoriptioQ of 10s. 6d. annually. 



A Knowledge of the General Duties 
of the Office, and Methods of keeping 
the necessary Books and Becords. 
Writing and Spelling. 



The proper conditions of good 
Drainage — The advantages and dis- 
advantages of various Sanitary Appli- 
plances for Houses — Inspection of 
Builder's and Plumber's work — Sca- 
venging and the Disposal of Refuse. 
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Particulars as to Local Boards requiring Candidates 

to hold Certificates. 

APPOINTMENT OF INSPECTOES OF NUISANCES. 
SANITAET QUALIFICATIONS. 

For several years past it has been the practice of many Local 
Authorities to insert in their advertisements for Inspectors of 
Nuisances clauses similar to the following, or otherwise to definitely 
recognise the desirability of a Certificate : — 

Extracts from advertisements — 

POPLAB DiSTBIOT. 

"... Candidates must possess a knowledge of building construction, 
and if not already in possession of the Certificate of The Sanitary Institute, 
must obtain such Certificate within twelve months of appointment. ..." 

Paddington Pabish. 
" • . • Applicants must have passed a satisfactory examination and 
be in possession of Certificates from The Sanitary Institute. . . .** 

Sheffibld. 
'* • • • Candidates must hold the Certificate of The Sanitary Insti- 
tute. . . .** 

The following are some of the Towns and Parishes which have 
adopted this practice, with the dates of their several advertisements: — 

METROPOLITAN-26. 



City of London, 1891 
Battersea, 1885—89—91. 
Bethnal Green, 1889—90. 
Camherwell, 1891. 
Fulham, 1890—90. 
Greenwich, 1890—91. 
Hackney, 1891. 
Hammersmith, 1891. 
Hampstead, 1891—92. 
Kensmgton. 1891. 
Lambeth, 1890. 

Barnet, 1890. 
Bath, 1890. 
Battle, 1890. 
Bedwelty, 1891. 
Birkenhead, 1891. 
Blackpool, 1889. 
Blean, 1890. 

Bournemouth, 1891—91. 
Bradfield, 1891. 
Brierley Hill, 1890—91. 
Bristol, 1884—86. 
Bromley, Kent, 1891—91. 
Cardiff. 1890—91. 
Carlisle, 1890. 
Carnarvon, 1891. 
Chiswick, 1891. 
Coventry, 1891, 
Croydon, 1891. 
Darwen, 1891. 
Dewsbury, 1880—90. 
Eastbourne, 1889. 
Ely, 1888. 



Limehouse, 1890. 
Marylebone, 1891, 
Newington, 1891. 
Paddington, 1884—89. 
Poplar, 1890. 
St. George's, Hanover 

Square, 1891. 
St. James's, Westminster, 

1891. 
St. Luke's, 1887—91. 

PROVINCIAL-03. 

Exeter, 1889. 
Foleshill, 1891. 
Hailsham, 1886—91. 
Hanley, 1891. 
Hartlepool, 1890. 
Einfifston - upon - Hull, 

1884—90—90. 
Leeds, 1889. 
Liverpool, 1886—91. 
Lytham, 1887. 
Maidstone, 1889—89. 
Manchester, 1890—91. 
Margate, 1888—90. 
Milton-by-Sittingbourne, 

1887. 
Nantyglo, 1891. 
Nelson, 1892. 
Newcastle-on-Tyne, 1891. 
Newmarket, 1887-88-90. 
Norwich, 1892. 
Oswestry, 1887. 
Pontypridd, 1890. 



St. Margaret, Westmin- 
ster, 1»92. 
St Mary. Islinpfton— 1892. 
St. Olave's, 1889. 
St Pancras, 1885—87— 

QQ g2 

St Saviour's, 1889. 
Wandsworth (4), 1888— 

89—91. 
Whitechapel, 1891. 



Portsmouth, 1890. 
Rhyl, 1890. 
Salford, 1891. 
Scarborough, 1888. 
Sheffield, 1890—91. 
Southampton, 1890—91. 
Stockport, 1891. 
Stockton, 1887-89-90-91, 
Sunderland, 1885. 
Tendring, 1891. 
Thakeliam, 1890—90. 
Twickenham, 1887. 
Wakefield, 1891. 
Ware, 1891. 
Watford, 1887. 
West Ham, 1891. 
Wipran, 1891. 
Willesden, 1891. 
Wimbledon, 1890. 
Worthing, 1890-91. 
Yorkshire, W.R., 1891. 



Tahh thetving ikt nnmher of Candidalu examined avd certified each 
year; and Diagram relating to the Jmpeetort' Eo»imination Oidy. 
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CANDIDATES WHO RECEIVED CERTIFICATES DURING 1891. 



LOCAL 

1891, June 6. Fhlkin, Howabd Eilet, Vestry Hall, Hammer- 

smith, 

1891, June 6. Flowbb, Thomas Jambs Moss, Liverpool Chambers, 

Com Street, Bristol, 

1891, June 6. Q-ibbs, Abthite Gobdon, The Square, Storrington, 

Pulhorough, 

1891, June 6. Geaybs, Matthew Doboson', 7^, College Street^ York, 

1891, June 6. Hills, Habby James, 27, Park Boad, New Wands- 
worth, S. W. 

1891, June 6. Kat, Waltbb Bobebt, Mount Sion House, Bury, 

Lancashire, 

1891, June 6. Moblby, Edwin, Town Hall, Walthamstow. 

1891, June 6. Saise, Alfbed John, Fishjponds, Bristol, 



INSFECTOBS OF NUISANCES. 

1891, Deo. 19. Adams, Biohabd, 294, The Borough Road, BirJcenr 

head, 
1891, Apr. 11. Addison, Scott, 15, Mostyn Boad, Bow, E, 
1891, Dec. 5. Andbews, Daniel James, Court House, Marylehone, 
1891, Dec. 5. Anthony, Fbedebick Joseph, 33, Fatten Street, 

Bromley 'hy-Bow, 
1891, Dec. 19. Ashwobth, James H., 5, Catherine Street, Lees, near 

Oldham, 
1891, Dec. 5. Athby, Ebedbbigk, 47, Penge Boad, South Norwood, 
1891, Dec. 5. Atkins, Bobebt William, 32, Holmwood Boad, 

South Norwood, 
1891, Dec. 5. Ayuffe, Chables William L., Vine Cottage, Ascot, 
1891, Dec. 5. Bailes, Chbistopheb John, 6, Albert Street, New- 

castU'On'Tyne, 
1891, Dec. 5. Bailey, Bobebt, Northchureh, Berkhampstead, 
1891, Dec. 5. Baeeb, William Kibeham, Infectious Hospital, 

Mill Boad, Cambridge, 
1891, June 27. Babeeb, John, Princess Street, Corhridge-on-Tyne, 
1891, Aug. 29. Babbett, Geobob William, BrownhiUs, Walsall, 
1891, Apr. 11. Bazlby, Jambs, 16, Sandford Street, Exeter, 
1891, Aug. 29. Beeoh, James, Ivy Cottage, BrownhilU, Tunstall, 
1891, Apr. 11. Bland, John S., 46, Palmer Street, Blackburn, 
1891, Feb. 14. Boubnb, Edwabd, 256, High Street, Cheltenham, 
1891, Feb. 14. Boyd, Jambs M., 41, English Street, Dumfries, 
1891, June27. Bbooe, Joseph, Jun., 121, Park Hill Boad, Liverpool, 
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CANDIDATES WHO BECEITXD CSBTUTCATES IS 1891. 



189] , Feb. 14. 



1891 

1891 

1891 
1891 

1891 
1891 
1891 
1891 

1891 
1891 

1891 

1891 
1891 
1891 
1891 
1891 

1891 
1891 
1891 

1891 

1891 
1891 
1891 
1891 

1891 
1891 
1891 

1891 

1891 
1891 

1891 

1891 

1891 



Aug. 29. 

Dec. 6. 

Apr. 11. 
Dec. 19. 

Aug. 29. 
Dec. 19. 
Dec. 5. 
Dec. 19. 

Apr. 11. 
Apr. 11. 

Apr. 11. 

Dec. 5. 
Aug. 29. 
Dec. 5. 

Aug. 29. 
June 27. 

Apr. 11. 
Dec. 5. 
Dec. 19. 

Apr. 11. 

Aug. 29. 
Dec. 6. 
June 27. 
Dec. 6. 

Dec. 19. 
Apr. 11. 
Aug. 29. 

Aug. 29. 

Dec. 19. 
Dec. 19. 

Dec. 5. 

Apr. 11, 

Dec. 19. 



Bbowit, Gzobge William, 3, Marie HiU ViUaSy 

Cheltenham. 
Bbown, Bobebt PiinniTG, 3, Cane ExU ViUae, 

Purley, Surrey, 
Bbyan, Joseph James, 20, TJiornhill Square, Bams- 

bury, 
BuBB, JoHif Thomas, 38, Albert Parh, Bristol. 
Buckley, Habby, Alma Terrace, Strines, near Stock- 
port. 
BuBGESs, Chables, Burslem. 
BVBSLAM, Baitdle, Toum Ball, CongleUm. 
Buxton, Edmund, Mayfidd, Ashbourne. 
Cabb, William Henby, 12, West Street, Nelson, 

Lancashire. 
Cabteb, Alfbed, 71, Leighton Road, Kentish Town. 
Caby, Aquilla S., 8, Brunswick Crescent, Brunswick 

Park, New Southgate, N. 
Cass, Bobebt William, 19, Brunswick Eoad, S^. 

Oeorqe^s Road, Hull, 
Cave, James, Town Hall, Kensington. 
Chapman, John James, Stone, Staffordshire. 
Chappell, William, 96, Grove Road, Holloway. 
Cheshibe, Alfbed, 64, Church Street, Rugeley. 
Clabk, William, Jun., 53, John Clay Street, South 

Shields. 
Clab£E, John Henby, 6, Fyfield, Andover, Hants. 
Clabke, Bobebt Edwyn, 5, Gibson Square, N. 
Coles, John Thomas, 18, St. Georges Road, Wins- 
ford, Cheshire. 
Collins, Henby Beale, m.b.c.s., l.s.a., 16, Little 

Grosvenor Street, W. 
CoLLYEB, John, Uttoxeter, Staffordshire. 
Cook, Alfbed, 100, Frampton Park Road, Hackney. 
Cook, James, Warton, near Camforth. 
Cobby, Thomas, 13, Rochester Road, Camden Road, 

N.W. 
CoBCOBAN, Bebnabd, Foregate Street, Stafford. 
CoBP, James, 16, Harrington Square, N. W. 
Coney, William Henby, Holyhead Road, Wednes- 

bury. 
Cottle, Abthub Thomas, Selly Oak, near Birming- 
ham. 
Coupe, Edwabd, 14, R(yyle Road, Chorley. 
CowDEN, Dayid Babtley, Anfield Cemetery, Anfield, 

> Liverpool. 
Cbabbe, Walteb Geobob, 44, St. Lawrence Road, 

Brixton. 
Cbane, Joseph, 93, Trafalgar Road, Gorleston, Gt. 

Yarmouth, 
Cbuden^ John, Berunek-upon-Tweed, 



OANDIDATES WHO BECEITXD CBRTIFI0ATE8 IK 1891. 
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1891, Apr. 11. 
1891, Apr. 11. 

1891, Apr. 11, 
1891, Apr. 11. 

1891, Apr. 11. 

1891, June27. 
1891, Apr. 11. 
1891, June 27, 

1891, Aug. 29. 
1891, Apr. 11. 

1891, Apr. 11. 

1891, Aug. 29. 
1891, Deo. 19. 
1891, Dec. 19. 
1891, Aug. 29. 
1891, Dec. 5. 
1891, Dec. 19. 
1891, Aug. 29. 

1891, Apr. 11. 

1891, Deo. 19. 

1891, Dec. 5. 

1891, Feb. 14. 

1891, Aug. 29. 

1891, Deo. 5. 
1891, Dec. 5. 
1891, Apr. 11. 

1891, Apr. 11. 
1891, Apr. 11. 
1891, Feb. 14. 
1891, Apr. 11. 
1891, Feb. 14. 
1891, Apr. 11. 

1891, JuiLe27. 
1891, June 27. 
1891, Dec. 19. 



CuLLiKO, Jahbs G-bobob, Swaffham^ Norfolk. 

CuBTiN, William Hbnbt, 12, StudUy Avenue, 
Holdemew Bead, Hull. 

Dale, Dukoan, 312, CamherweU New Bead, S.E. 

Dawson, John Mabshall, 93, Malpas Bd., Brockley, 
8.E. 

Docking, Fbbdbbioe BBTNOLDS,OaXr Lodge, Bedding- 
ton Lane, Mlicham. 

DowBiNQ, Alfbbd, Maumeys Boad, Bomford, Essex. 

Dbakb, John, 2, Qlotusester Boad, Teignmouth. 

Dbtdbn, JoaBPH, 13, Cardigan Street, Stockton-on- 
Tees. 

DuTHiB, Albxandbb, 93, High Street, Brechin. 

Dteb, Alfbbd William, St. John*€ Wharf, Wands- 
worth Bridge, Fulham. 

Eabwiokbb, John Chablbs, 3, Clarence Terrrce, St. 
Marjfs Grove, Bichmond, Surrey, 

EocLBS, William Hbnbt, 98, Kay Street, Darwen, 

Fblton, William, Underhill Cottage, Oswestry. 

FosTBB, Thomas, 39, Bradford Boad, Otleyf Forks. 

Ftlbs, John, Loixd Board, Smethwick, Birmingham. 

G-AMMANS, Datid, 68, Duncan Boad, Southsea. 

Obbbabd, John, 43, Woolton St., WooUon, Liverpool. 

GiLBS, John 0., Dennis Lodge, Brettel Lane, Stour- 
bridge. 

GiLLBSFiB, Bbt. Ohablbs Gbobob Knox, 2, Darwin 
Terrace, Derby. 

Gbiffin, Gbobqb Fbbdbbigk Augustus, Nottingham 
Boad, Mansfield, Notts. 

Gk>ATBS, John Fbbot, 16, Great Newport Street, 
Charing Cross Boad. 

GoDSALL, Hbnbt John, Local Board Offices, Park 
Boad, Saltley, Birmingham. 

GooDALL, Samubl Abthub, 109, Baglan Street, 
Fenton. 

Goodman, Hbbbbbt, 4, Clapton Common, N.E. 

GoBNiOT, Thomas, 98, Bingfield Street, King's Cross. 

Gbat, Hbbbbbt Obobgb, 16, Timpson Street Ports- 
mouth. 

Gbbbn, Edwabd Albbbt, 16, Bock Street, Sheffield. 

Gbiybll, Elias Jambs, 10, Salisbury Bd., Gloucester. 

Hanson, John H., Laughton, Gainsborough. 

Habdt, Gbobgb Hublstonb, Park Bd., Twickenham. 

Habfbb, Fbank, 39, Derby Boad, Northampton. 

Habbis, Gbobgb, U, Holly Park Terrace, New 
Souihgate, N» 

Hatton, Ghablbs, 24, Church Street, Hereford. 

Hbafs, William, Jun., 28, Parker Street, Chorley. 

Hbbbbn, Joseph Hbnbt, 1, Eton Street^ Hessle Boad, 
HuU. 
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CAlfDIDATBS WHO BECSITSD CSBTI7ICATES IST 1891 . 



1891, Apr. 11. 



1891 
1891 

1891 

1891 

1891 
1891 



1891 
1891 
1891 
1891 
1891 

1891 
1891 

1891 
1891 
1891 
1891 
1891 

1891 

1891 

1891 

1891 

1891 

1891 

1891 

1891 
1891 

1891 
1891 
1891 



June 27. 
Dec. 5. 

Dec. 6. 

Dec. 5. 

June 27. 
June 27. 

Dec. 5. 
Aug. 29. 
Aug. 29. 
Apr. 11. 
Dec. 5. 

Aug. 29. 
Dec. 19. 

Dec. 19. 
June 27. 
June 27. 
June 27. 
Dec. 5. 

Apr. 11. 

Apr. 11. 

Dec. 5. 

June 27. 

Apr. 11. 

Aug. 29. 

Dec. 5. 

June 27. 
Dec. 19. 

Dec. 6. 

Apr. 11. 
Apr. 11. 
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Hbnwood, John HioniT, 252, Crygtdl Palace Road, 

S.E. 
Hebbebt, Habbt, 3, Charge Place, Stocktm-on'TeeA 
High, Gsobgb Ebsdebick, 28, Clifden Road, Lower 

Clapton, 
Hogbik, Leoitabd William, Victoria Htmse, Heme 

Bay, Kent. 
HoBLOG£, Chables Wiujam, Little Ilorsted, Clch- 

field, Bueeex. 
HoBiTEB, Benjamin: Bofeb, Town Hall, Bradford. 
HoBSMAN, Chables Edwin, 8, Bedford Squan, 

BisTiopwear^outh, Sunderland, 
HoBTON, BiCHABB, 46, Royol Avenue, Chelsea. 
Howell, Edwabd AViluam, StoJce-upon-Trent. 
Hughes, Waltbb, ITwmpson Street, Bileton. 
Htslop, James, 18, New Park Street, Blackburn. 
Ingham, John William, 1, Buxton Terrace, Chiches- 
ter Road, Leytonstone, 
Inskip, EBEnsBiCK Thomas, Dilhom, Stoke-on-Trent. 
Ibting, William, Local Board Office, Wigton, 

Cumberland. 
Jackson, James, Town Hall, Huddtrsfield. 
Jackson, William, Local Board Offices, Ramsbottom. 
Jabtet, Geobgb, Town Hall, Salford. 
Johnson, Matthew, 31, Palmer Street, Jarrow. 
Kennedy, Daniel, 19, TremUtt Orove^ Junction 

Road, N, 
Kebshaw, Edwabd Baxteb, 115, Wellfield Road, 

Streatham. 
King, Albebt Sydney Watbblow, 27, Solon Road, 

Brixton. 
King, Bichabd Wilson, 197, Stanhope Street^ Neuh- 

castlc'On-Tyne. 
KiBK, William Hugh, Toum Hall, Newcasile-on- 

Tyne. 
Laibd, James Campbell, • 3, Emm^i Street, Blair- 

gowrie, NJB. 
Laskey, Cablos William, 33, Enbridge Street, 

Salford. 
Lawbence, Chables, 35, Reedham Street, Choumert 

Road, Peckham, 
Leab, Chas. Ebank E., Alverstoke, Qosport, Hants. 
Leigh, Ebedbbick Obobge, TJie Sanitorium, WMston, 

Prescot. 
Lewis, Ebed. John, 64, Clifton HiU, N. W. 
Lewis, Seth, Sanitary Office, Stockport. 
Lloyd, Chbistopheb, 2, St. Mark^s Terrace, New 

Brompton^ Kent, 
LoGKE, Walteb Bichabd, 13, Great Percy Street^ 

W.C. 
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1891, Aug. 29. LowBT, John, Bradmore, Wolverhampton, 

1891, Aug. 29. LowBT, Thomas Aitoustub, Bradmore, Wolver- 

Tiampton, 
1891, Apr. 11. Maokie, Adam, 23, Tlumas Struts WocltuicK 
1891, Aug. 29. Madin, William B., Toum HaU^ Leek. 
1891, Apr. 11. Magbb, Ebebebiok Waltkb, 11, Quiet Street, Bath, 
1891, Dec. 5. Malyebn, Thomas, Winchc&mh Street, Chelterihafn. 
1891, Dec. 19. Mabbiott, James, Town Hall, Salford. 
1891, JuDe27. Mabsden, William Edwabb, 13, Springfield Street, 

Darwen. 
1891, Dec. 19. Mabtin, Kobebt, 17, Waiune Street, Spring Bank, 

Hull. 
1891, Apr. 11. Mabtin, William, Jun., Olenbum, Carluke, N.B. 
1891, Dec. 19. Matthew, Ebedebioe, Kedleeton, Derby, 
1891, Dec. 5. Matthews, Demas Walteb, 103, Kidd Street, 

Woolwich, 
1891, Dec. 5. Maxwell, William Hsnby, Victoria House, Locks- 

brook, Bath, 
1891, Dec. 19. Metoalp, John, 14, Mhol Bead, Sunderland, 
1891, Dec. 6. Middlbton, Hatdk, 15, Gray Street, Bamtbury, 
1891, June27. Milleb, Henby, The Wildemeee, Norwich, 
1891, Dec. 5. Mills, Joshua Oboboe, North Road^ West Kirby, 

Cheshire, 
1891, Apr. 11. MiLKEB, Walteb, 40, SackviUe Street, FtecadUly. 
1891, Dec. 5. Mitchell, Thomas, 34, Munster Square, Euston 

Boad, N. W. 
1891, Dec. 5. Monk, Albebt Thomas, 98, King Street, Woolwich, 
1891, Apr. 11. MoBGAN, Wiluam, Bryncadler, PontyeUnon, Ola- 

morgan, 
1891, Eeb. 14. Mobbis, Gbifftth John, Garden Vale, Athlone, 

Ireland, 
1891, Aug. 29. Moss, Samuel, WiUidmson Street, TunetaU, 
1891, Dec. 5. Newman, Beginald William, Cator Estate Office, 

Beekenham, 
1891, Aug. 29. NiOKLiN, Joseph, Eowley Regis, Stafford, 
1891, Dec. 5. Nobman, Ebnbst William, 4, Albany Terrace, 

Forest QaU, E, 
1891, Aug. 29. NuTTALL, Elus, 4, OaJc Street, Bawtenstall, 
1891, Dec. 19. Obbell, Thomas, Carr Cottage, Thrdkeld, near 

Keswick, 
1891, June27. Outbam, Mason, Mill House, Dronfidd, Sheffield, 
1891, Apr. 11. Fabamob, EobIibt Waltbb, 16, Randolph Gardens, 

Dover, 
1891, Dec. 5. Fabslet, Ebedebick William, 200, Marylebone 

Road, W. 
1891, Aug. 29. Payne, Thomas, Hill Top, Warley, Oldbury. 
1891, Apr. 11. Feake, Thomas Jones, 61, Wybunbury Road, 

Willaston, 
1891, Apr. 11. Fembebton, Olitbb, 273, WheeUr Street, Birming^ 

ham. 
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1891, Dec. 5. Follabd, Edwabb, Pioneer Lodge^ Church Eoady 

Leyton. 
1891, June 27. Pool, ITbed, 3, Convent Lane, Anlaby Eoad, Hull. 
1891, Apr. 11. Powell, Chablss Jeio^ikgs, 1, Mounirath Street^ 

WdUaU. 
1891, Dec. 5. Powell, Willl^m Abthijb, 27, Ihfidymion Road^ 

Finshury ParJc, 
1891, Aug. 29. Pbatt, Bichabd Chables, Jun., 2, Whycliffe Boad, 

PurleVj Surrey, 
1891, Aug. 29. Pbiob, John, 29, Elliot Street, Newcastle, Stafford- 
shire, 
1891, Dec. 19, Pbiestlbt, John A., Ash Cottage, Orange Lane, 

Accrington, 
1891, Dec. 5. S>EAYEUi, Fbank Noble, Mayhank Boad, Woodford. 
1891, June 27. Eighabls, Isaac John, Toum Hall, Gateshead. 
1891, Dec. 5. Eobebts, Dayid Mobbis, Berlin House, High Street, 

Portmadoc, 
1891, Dec. 19. Bobson, Lancelot, 12, Stockton Street, West Hartle- 

pool. 
1891, Apr. 11. EoB, Ebwabd Chables, Jun., Maswell Park, Houns- 

low. 
1891, Apr. 11. BossiTEB, Eobebt Hebbebt,' 15, Sloane Terrace, 

S.W. 
1891, June27. Eowland, Abthvb, 6, Cambridge Street, Hull. 
1891, June 27. Salmon, James, 1, Montrose Street, GUisgow. 
1891, Aug. 29. Salt, Samuel, Toum Hall, Hanley. 
1891, June 27. Seinob, John Sidney, 3, Queen*s Boad, Oosport. 
1891, Dec. ' 5. Shaplet, William Qt., 37, Copeland Boad, Peckham. 
1^91, Aug. 29. Shaw, Joe Henbt, BrownhiUs, WalsaU. 
1891, Apr. 11. Shephebd, Wallace John, 13, Bellfields Boad, 

Brixton. 
1891, Dec. 5. Shill, Albebt Edmund, 30, Dayton Grove, Peckham. 
1891, Aug. 29. Shueflebotham, William, Boche House, Weston 

Street, Leek, Staffordshire. 
1891, Dec. 19. Shuttlewobth, William; Town Hall, Salford. 
1891, Dec. 19. Siddall, Joseph, Stalyhridge Boad, Ajshton-under- 

Lyne. 
1891, Apr. 11. Simmons, Edwabd John, 80, Paulet Boad, Camber- 
well. 
1891, Dec. 5. Simmons, Thomas, 50, Victor Boad, Seven Sisters 

Boad, N. 
1891, June 27. Simpson, Bobebt, 16, Dobing Street, Stocktonron-Tees. 
1891, Dec. 5. Simpson, Bobebt David James, Board of Works, 

Deptford. 
1891, Apr. 11. Singleton, Thomas, 19, BandoJph Street, Camden 

Town, N. W. 
1891, Dec. 6. Slateb, Hebbebt, 24, Bond Street, Leeds. 
1891, Dec. 5. Smith, Geobge, 15, St. Anne^s Terrace, St. Johns 

Wood, N. W. 
1891, Apr. 11. Smith, James, 7, Park Street, Macclesfield. 
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1891, Dec. 19. Smith, John, 39, MaJcin Eoad, Atterdiffe, Sheffield. 
1891, Apr. 11. Smith, Wabbbn Bodsn, 68, College Street^ Chdua. 
1891, Apr. 11. Stanlbt, Waltbb, 67, Derringham Struts Hull, 
1891, Dec. 5. Staknabd, Habbt William, Market Places Rugby. 
1891, Dec. 5. Stansfbld, Alfbbd, 2, Tohenhoute Buildings, KC. 
1891, Aug. 29. Stbwabd, Jambs, 14, Clarence Place, Whitby. 
1891, Dec. 5. Stbbathbb, William Tubkxb, 4, Lismore Road, 

Gospel Oak, N. W. 
1891, Dec. 5. Sullivan, Jambs Waltbb, Vestry Offices, Battersea 

Rise. 
1891, Deo. 6. Sumnbb, Fbanb, 17, Kingsley Road, Kilbum, N.W. 
1891, Apr. 11. Sumnbb, John, 15, Windsor Strut, Wigan. 
1891, Apr. 11. SwiTZBB, Sidnbt, 9, Derby Street, Oray^s Inn Road. 
1891, June27. Stkbs, Waltbb Mobton, QiU House, Ulverston. 
1891, June 27. Tatb, Eobbbt W., 98, Howard Street, North Shields. 
1891, Aug. 29. Tatlob, Habbt William, Ibstock, Ashby-de-la-- 

Zouch. 
1891, Apr. 11, Thatchbb, Albbbt Obo. Hbndy, Hampton Court 

PaUice, Kingston. 
1891, Apr. 11. Thompson, Balph, HaU Stile Bank, Hexham. 
1891, Dec. 19. Tindbll, Eobbbt L., Municipal Offices, Leeds. 
1891, Dec. 5. Titmuss, Josbph E., 8, Sidney Terrace, Winkfield 

Road, Wood Green, 
1891, Aug. 29. ToMEis, Fbank Law, Borough Surveyor's Office, 

Yeovil. 
1891, Dec. 19. Tomlinson, Fbank, 59, Sheriff Street, Rochdale. 
1891, Dec. 5. Toms, William Chablbs, 14, Evandale Rd,, Brixton. 
1891, Dec. 5. Townsbnd, John Waltbb, *' Wedreda,'' Wimbledon. 
1891, Apr. 11. ToTNBBB, William Samubl, 24, Lome Terrace^ 

Greenwich. 
1891, Apr. 11. TuBNBB, William Hbnbt, 7, Wlieatstone Road, 

Southsea, Portsmouth. 
1891, Apr. 11. YiNOSNT, Gbobob Edwabds Bussbll, 49, Huntingdon 

Street, Kingsland Road, N. 
1891, Dec. 5. Waldbn, Eobbbt Hbnbt, " Chandos^ Brummond 

Road, Bournemouth. 
1891, Dec. 5. Wall, Samuel Edwabs, 26, Mounl View Road, 

Stroud Green, N. 
1891, Dec. 19. Wabd, Hobacb Tbmpbst, 89, Woodroyd Road, West 

Bowling, Bradford. 
1891, Dec. 5. Watson, Habbt John, 5, Upper John Street, Golden 

Square, W. 
1891, Dec. 19. Watson, Thomas, Kirkoswald, Cumherland. 
1891, June27. Wbathebitt, Jambs, Town Hall, Newcastle-on-Tyne. 
1891, June 27. Wbbb, Albbbt Ed wabd, 154, Sultan Road, Ports- 
mouth. 
1891, Dec. 5. Wbst, John, 118, Leathwaite Rd., Clapham Common. 
1891, Dec. 5. Whitblaw, Chables Edwabd, 9, Selbome Terrace, 

Fratton, Portsmouth. 
1891, Dec. 19. Whitham, Joseph, Shelf, Halifax. 
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1891, Apr. 11. Whittomb, Philip Alfbbd, The Chestnuts, Bothesay 

Road, Bedford. 
1891, Apr. 11. WiLDB, Altbed Jambs, Milt Road, Cleethorpes, 

Lincolnshire. 
1891, Dec. 19, Williams, Gbobgb, Jun., 6, Priory Road, Everton, 

Liverpool. 
1891, Dec. 5. Williams, Joseph, 30, Ooldhurst Terrace, FinMey 

Road, N. W. 
1891, Dec. 19. Williams, Bichabd, Jun., 14, Lucerne Street, Larh 

Lane, S^ton Park, Liverpool. 
1891, Dec. 5. Wilson, «K)hn Eaibweatheb, Limdon County Coun- 
cil, Spring Gardens, S. W. 
1891, Dec. 19. Wood, Alpbed, 6, Eldon Street, Bury. 
1891, Aug. 29. WooDBSON, William, 1a, Charles Street, Pendleton, 

MancTiester. 
1891, Dec. 5. Woodman, Henby Fbedbbick, 18, Burlington Road, 

Wesiboume Park. 
1891, Dec. 19. Woods, Henbt Thomas, 5, Newton Street, MiUom. 
1891, Dec. 6. Woods, Hebbbbt D'Lima, 11, Buckley Road, Kil- 

hum, N,W. 
1891, Apr. 11. WoBBALL, Ebnest, 64, Rappart Road, Seacomhe. 
1891, Aug. 29. WoBBALL, William Henbt, 208, High Street, 

Harhome, 
1891, Dec. 5. Wobslet, Abthttb Henby, Public Offices, Dyne Road, 

Kilhum. 
1891, Dec. 6. Tates, Bobebt, 42, Lucas Street, Pimlico. 
1891, Dec. 6. Yoitng, Pbank Eussbll, 18, Palmerston Road, 

Walthamstow, 
1891, Dec. 5. Young, Isaac, 3, Spencer Street, Park Rd., Battersea. 
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CONTRIBUTIONS TO THE LIBRARY DURING 1891. 



In addition to the works enumerated in the following list, valuable 
donations of back numbers of Eeports, and other oiRcial publi- 
cations have been received from Prof. W. H. Corfield (84 vols.), 
and The Bojal Meteorological Society (50 vols.). 

ACADEMIES (Ambeican). 

Philadelphia. CoUege of Physicians. Transactions, Third Series, 
Vol. Xn., 1880. 203p., 8vo. Philadelphia, 1890. The CoUege. 

Toronto. Canadian Institute. Fourth Annual Beport, Session 
1890-91, being an Appendix to the Beport of the Minister of 
Education, Ontario. 89 p., 8vo. Toronto, 1891. The Institute. 

Canadian Institute. The Transactions, Vol. I., Part I. & II. 

139 p. & 164 p., 8vo. Toronto, 1890 & 1891. The InstituU. 

Canadian Institute. Transactions, Vol. II. 157 p., 8vo. 



Toronto, 1891. The Institute. 

ACADEMIES (ArsTBALiAif). 

Melbourne. Australian Health Society. Fifteenth Annual Beport, 
1889-90. 16 p., 8vo. Melbourne, 1890. A. Lindall. 

Australian Health Society, " Diseases which should be pre- 
vented," a Lecture delivered under the auspices of the Society by 
J. Jamieson, M.D. 16 p., 8vo. Melbourne, 1890. The Society. 
Working Men's College. Beport, 1890, 79 p., 8vo. Mel- 



bourne, 1891. The ColUge. 

Working Men^s CoUege. Prospectus for 1891. 61 p., 8vo. 



Melbourne, 1891. The College. 

Hew South Wales. Royal Society. Journal and Proceedings tor 

1891. Vol. XXIV., 340 p., 8vo. Sydney, 1891. The Society. 
Annual Beport of the Department of Mines, New South 

Wales, for the year 1890. 312 p., f. cap. Sydney, 1891. 

Agent'Oeneral. 

ACADEMIES (British). 

OlasgOW. Institute of Engineers and Shipbuilders in Scotland. 
Vol. XXXIV., 1890-91. 382p., 8vo. Pktes. Glasgow, 1891. 

TTie Institute. 

London. Home for Inebriates Association. Beport for 1890, together 

with Seventh Annual Beport of the Dalrymple Home at Bickmans- 

worth. 15 p., 8vo. London, 1891. The Association. 

Statistical Society. Transactions, Vol. XIV. 447 p., 8vo. 

London, 1891. The Society. 

Middlesex HospitaL Beports of the Medical, Surgical, and 



Pathological BegiHtrars for the year 1889. 271 p., 8vo. London, 
1891. The Hospital. 
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London. Municipal and County Engineers* Association. Proceedings, 
Vol. XVIL, 1890-91. 289 p., 8vo. London, 1891. 

The Association, 

Royal Institution, Additions to the Second Volume of the 

Catalogue of the Library of 1882-90. 71 p., 8vo. 

The Institution, 

—^' Royal Institution of Great Britain, Proceedings, Vol. XIII. 

p., 8vo. London, 1891. The Institution, 

Royal Meteorological Society, Catalogue of the Library of 



the Society. London, 1891. 214 p., 8vo. The Society. 

Royal Statistical Society. Journal, Vol. LIV., p., 8vo. 



London, 1891. The Society. 

Society of Engineers, Transactions for 1890, and General 



Index, 1861-1890. 242 p., 8vo. Plates. London, 1891. 

ITie Society. 
St. Thomat^s Hospital. Eeports, Vol. XIX. 463 p. London, 



1891. The Hospital. 

University College Calendar. Session, 1891-92. 420 p., 8yo. 



London, 1891. The College. 

MancheBter and Salford Sanitary Association. Annual Beport of the 

Committee for 1890. 120 p., 8ro. The Association. 

Newcastle-on-Tyne. North of England Institute of Mining atid; 

Mechanical Engineers, Transactions, Vol. XXXVIII., Part VI. 

Vol. XXXIX., Parts I. and II. ; Vol. XL., Parts I., II., and III. 

Annual Beport, &c. 8vo. Newcastle, 1891. TTie Institute, 



Airy, Wilfred, A supplement in corroboration of Mr. Shones' critique 

upon Mr. Mansergh's Beport on the Drainage of Melbourne. 

40 p., 8vo. London, 1891. 2'he Author, 
Africa, The Voyage to South, and sojourn there. 78 p., 870. 

Maps. London, 1891. 
Allan, Dr, F. J. Aids to Sanitary Science. 236 p., 16mo. London, 

1890. ^ The Author. 

Board of Agriculture. Agricultural produce statistics of Grreat 

Britain, showing the estimated total produce and average yield per 

acre of the principal crops, with abstract returns for the United 

Kingdom, 1890. 33 p., 8vo. London, 1891. 

Director Statistical Intelligence Department. 

Agriculture Betums, 1891. 3 p. London, 1891. 

The Board. 
Agricultural Beturns of Q-reat Britain, with Abstract Betums 

for the United Kingdom, British Possessions and Foreign Countries. 

197 p., 8vo. London, 1890. The Board. 

Annual Beport of the Veterinary Department for the year 



1890, with an Appendix. 267 p., 8?o. London, 1891. 

Prof Brown. 
Annual Beport of the Intelligence Department on Injurious 



Insects and Fungi, 1890. 31 p., 8vo. London, 1891. The Board. 
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Board of AgriotUture. Special Beport of the iDtelligence Depart- 
ment on Attack of Diamond*Back Moth Caterpillar, 1891. 30 p., 
8vo. London, 1891. TU Board. 

Boulnoli, H. P. The Municipal and Sanitary Engineers' Hand- 
book. Second Edition. 445 p., 8vo. London, 1892. 

The Author. 

Brierly, /. New Forest Water. 4 p., 8vo. Beprint— Proceedings 
Hampshire Field Club, 1890. W. Whitaker. 

Buohao, W. P. Ventilation. 226 p., 8yo. London, 1891. 

The Author. 

Calcutta. Heport of the Health Officer for 1889, 105 p. 1890, 
42 p., f. cap. Calcutta, L891. Ih*, W. J, Simpeon, 

Carpenter, Dr. Alfred, Sewage Farming. 28 p., 870. Excerpt 
Trans. International Congress of Hygiene and Demography, 1891. 

l^he Author, 

Curgenven, J. B. On the use of the Oil of Eucalyptus Oiobulus, 
combined with other antiseptics, in the treatment of scarlet fever 
and all infectious diseases. 12 p., 8to. London, 1891. 

T?ie Author. 

Denmark. Its Medical Organisation, Hygiene and Demography. 
474 p., 8vo. Copenhagen, 1891. 

International Oongreee of Hygiene^ 1891. 

Felix, Prof. Dr. J. Baport General asupra Igienei rublice si asupra 
serviciului Sanitar ai Capitalli per anul, 1890. 130 p., 8yo. 
Bucuresci, 1891. 

Fleming, Sanford. *' Time-Beckoning for the Twentieth Century." 
Excerpt from the Smithsonian Beport for 1876. 21 p., 8vo. 
Washington, 1889, Canadian Institute. 

Fodor, t;on. Dr. Joeef. Hygienische Untersuchungen iiber Luft, 
Boden und AVasser, 2 vols. 140 p. and 878 p. (diagrams), 8vo. 
Brunchweig, 1882. ^ Tlie Author, 

Grantham, li. B. Drainage and Irrigation of Land in their relations 
to Health. 7 p., 8vo. Extract Transactions International Con- 

gress of Hygiene, London, 1891. The Author. 

brd, W. A G-uide to the choice of a site for Besidential Purposes. 
48p., 8vo. Hedhill, 1887. Appendix. 25 p., 8vo. 1888. 

W. Whitaker. 
Oreenwloh. Besults of the Magnetical and Meteorological Obser- 
vations made at the Boyal Observatory, Greenwich, m the year 
1888. 148 p., 4to. London, 1891. The Astronomer Jioj/al, 

Oruber, F, Anleitungen fiir die Anlage von Kasernen und Militar- 
Spitalern in Osterreich — Ungarn, 1879. 152 p., 4to. Wien, 

1879. The AuOior. 
Beispiele fiir die Aulagen Kasernen und Truppen-Spitiilern 

in Osterreich — Ungarn, 1880. Large folio plates only. Wien, 

1880. The AutJior. 
Die Yersorgung der G-ebiiude nit Sonnenwarme und 



Sonnenlicht, 1888. 41 p., 8vo. Wien, 1888. The Author. 

Kasernen-Bau, 1880. 72 p., 8vo. Wien, 1880. 

27te Aui^ior. 
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Graber, F. Neuere Krankenhaueer, 1879. 244 p., 8vo. Wieh, 
1879. The Author. 

Hastings and St. Leonards Health Congress, 1889. Transa<?tions. 
344 p., 8vo. Hastings, 1890. W. Stuhhs. 

Holden, J, Sinclair, The History and Work of a Cottage Hospital 
during 20 years. 16 p., 8vo. Sudbury, 1889. 

W. Whitaker, 

Hopkinson, John. Water and Water Supply, with special reference 
to the supply of London from the Chalk of Hertfordshire. 31 p., 
8vo. Hertford, 1891. Eeprint Transactions Hertfordshire Natural 
History Society, October, 1891. W, Whitkaer. 

House of Commons. Eeport from the Select Committee on Venti- 
lation, together with the Proceedings of the Committee. 75 p., 
f. cap. London, 18^1. Purchased. 

Ingpram, M. The Domestic Bath, Lavatory and Water Closet, their 
danger to the public health and how to prevent it. 10 p., 8vo. 
Paper read at Plumbers' Meeting, Manchester, March 25th, 1891. 

Th^ Author, 

Japan. A Summary of the Two Annual Eeports of the Central 
Sanitary Bureau attached to the Home Department of the Imperial 
Japanese Government for 1888-89 113 p., 8vo. Tokyo, 1891. 

Nagayo Sensai, Director Central Sanitary Bureau, 

Knight's Annotated Bye-Laws. ^ 242 p., 8vo. Third Edition. 
London, 1890. P. Gordon Smith, 

Lawson, Inspector "General B, The operation of the Contagious 
Diseases Acts among the troops in the United Kingdom and men 
of the Boyal Navy on the Home Station, from their introduction in 
1864 to their ultimate* repeal in 1884. 39 p.,8vo. London, 1891. 
Beprint Journal of Boyal Statistical Society, March, 1891. 

The Author. 

Notes on the transmission of Cholera from one country to 

another. 10 p., 8vo. London, 1891. Eeprint Transactions 
Seventh International Congress of Hygiene, 1891. The Author, 

Leipzig. Einundzwanzigster Jahresbericht des Landes-Medicinal- 
CoUegiums iiber das Medicinalwesen im Konigreiche Sachsen auf 
das Jahr, 1889. 330 p., 8vo. Leipzig, 1891. J)r, Gunther, 

Local Government Board. Seventeenth Annual Beport of the Local 
Government Board, 1887-88. Supplement in continuation of the 
Eeport of the Medical Officer for 1887 — Diarrhoea and Diphtheria. 
153 p., f. cap. London, 1889. P. Gordon Smith, 

Medical Department, Nineteenth Annual Eeport of the 

Local Oovemment Board, 1889-90. Supplement containing 
Eeport of Medical Officer for 1889. 250 p., 8vo. London, 
1890. 

Dr. Barry's Eeport upon the Sanitary circumstances of the 



Lepton Urban Sanitary District, and upon Administration by the 
Sanitary Authority. 13 p., f. cap. 

Dr. Barry's Eeport upon the Sanitary circumstances of the 



Kirkheaton Urban Sanitary District, and upon Administration by 
the Sanitary Authority. 13 p., f. cap. 
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Local Oovernment Board. Dr. Barry's Eeport upon the Sanitary 
circumstances o£ the Hepworth Urban Sanitary District, and upon 
Administration by the Sanitary Authority. 16 p., f. cap. 

Dr. Barry's Beport upon the Sanitary circumstances of the 

Cumberworth Urban Sanitary District, and upon Administration 
by the Sanitary Authority. 10 p., f. cap. London, 1891. 

Dr. Barry's Interim Eeport to the Local G-overnment Board 



on an Epidemic Prevalence of Enteric Fever in several towns 
situate in the Valley of the Biver Tees, in South Durham and 
North Yorkshire. 11 p., f. cap. London, 1891. 

Dr. Blaxairs Beport upon the Sanitary Condition and 



Ado^iuistration of the Bural Sanitary District of Staines, Middlesex. 
10 p., f. cap. London, March, 1891. 

Dr. Bruce Low's Eeport on some localised occurrences of 



Cerebro-spinal Meningitis in certain parishes of the Eastern 
Counties. 9 p. London, February, 1891. 

Dr. Bruce Low's Eeport on a Prevalence in certain localities 



of Northamptonshire of Anomalous illnesses characterised by 
Pneumonia, and sometimes by Meningeal symptoms, and fre- 
quently associat-ed with Tonsilitis or Sore Throat. 12 p., f. cap. 
London, 1891. 

Dr. Bruce Low's Eeport on the Sanitary State of Eaunds, 



in the Thrapston Eural Sanitary District, and on the administration 
by the Sanitary Authority. 4 p., f. cap. London, 1891. 

Joint Eeport by Dr. Barry and Mr. P. Gordon Smith on 



Back-to-back Houses. 66 pages, f. cap. London, 1888. 

Dr. Parsons' Eeport on the Sanitary Condition of Foleshill 



Eural Sanitary District, in reference to the Prevalence of Enteric 
Fever therein. 11 p., f. cap. London, 1891. 

Dr. Parsons' Kieport on the Influenza Epidemic of 1889-90. 



324 p., 8vo. London, 1891. 

Mr. Spear's Eeport upon the Sanitary Condition and Admin- 



istration of the Pembroke Eural Sanitary District, and upon the 
question of the proposed acquisition of Bye-Laws for the Parish of 
Llanstadwell. 3 p., f. cap. London, November, 1890. 

Mr. Spear's Eeport to the Local Government Board on the 



Sanitary Condition of the Wells Urban Sanitary Districts, Norfolk. 
4 p., f. cap. 

Mr. Spear's Eeport on the Fatal Prevalence of Scarlatina in 



the First (Central) Division of Neath Eural Sanitary District. 
4 p., f. cap. 1890. 

Mackenzie, TT. Leslie, Public Health Propaganda in the Counties. 
8 p., 8vo. Excerpt Sanitary Journal, September, 1891. 

The Author. 

Madrid. Boletin Mensual de Estadistica Demografico-Sanitoria, 
1879-83 and 1884-85. 2 vols. 600 p. and 450 p. 4to. Tables and 
Maps. Prof, Vilanova y Piersa. 

Colera Morbo Asiatico en Espafia durante el ano de 1885. 

709 p., 8vo. Plates. Madrid, 1887. Prof, Vilanova y Piersa, 

Q 
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Madrid. Congreso Interaacional de Higiene j Demografia celebrado 
en Vienna ^n, 1887. 415 p., 8vo. Madrid, 1889. 

Prof. Vilanova y Fiersa. 

Congresos Medicos de Amberes y Perusa. 508 p., 8vo. 

Madrid, 1 887. P^of, Vilanova y Piersa. 

' Demografia Sanitaria Madrid, Espana. 99 p., 8vo. Madrid, 

1889. Prof, Vilanova y Piersa. 
Massachussetts. Examinations by the State Board of Health of 

the Water Supplies and Inland Waters of Massachussetts, 1887-90. 

Part I. of Eeport on Water Supply and Sewerage. 857 p., 

8vo. Boston. The State Board of Health. 

State Board of Health. Experimental Investigations upon the 

Purification of Sewage by Filtration and by Chemical Precipita- 
tion, and upon the Intermittent Filtration of Water, made at 
Lawrence (Mass), 1888-90. Part II. of Eeport on Water Supply 
and Sewerage. 910 p., 8vo. Boston, 1890. The Board. 

" State Board of Health. Twenty-Second Annual Eeport, 

1890. 588 p., 8vo. Boston, 1891. The Board. 

MEDICAL OFFICEES' AND ANALYSTS' EEPOETS. 
Birmingham . . for the year 1890. 



Bolton 
Brighton 
Cambridge .. 

Chesterton Union Eural 
Sanitary Authority. 

Coventry 
Cromer 

Ely Union Rural Sani- 
tary Authority 

Erpingham Union .. 

Hackney 

Hastings 

Hettering . . 

Lambeth 

Liverpool 

Newcastle 

Biver Tyne Fort Sanitary 

Authority. . 
St. Faith's Union . . 
St. George's, Hanover 

Square 
St. Giles 
St. Ives Rural Sanitary 

AutJwrity 

St. Mary Abbotts {Analyst a) 
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55 



55 



55 



55 



55 



55 



»J 



55 



55 



55 



55 



55 



55 



59 



55 



( 1887.) 

J 1888. V 

( 1889.) 

1890. 

J 1887. 
1888. 
1889. 
1890.. 

55 
55 
55 

1889. 
1890. 

55 

55 
55 

55 
?5 

55 
55 
51 



Dr. Alfred HiU. 
Br. F. E. Adams. 
Dr. A. Newsholme. 
Dr. Bushell Anningson. 
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Dr. H, Fenton. 
S. T. Taylor. 

Dr. Bushell Anningson. 

S. T. Taylor. 

Dr. J. W. Tripe. 

Dr. A. S. Wilson. 

J. Rains, 

J. Baxter. 

Dr. J. Stopford Taylor. 

Dr. H. E. Armstrong. 



55 



J» 



S. T. Taylor. 



Prof. W. H. Corjield. 
Dr. S. R. Lovett. 

Dr. Bushell Anningson. 
Charles E. Cassal. 
Dr. T. 0. Dudfidd. 
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Salford 

Stretford 

Torquay 

Wandsworth 

Whitechapel 

Wolverhampton 

(Rqfort of 
Sanitary Committee,. 



MEDICAL OFFICERS' AND ANALYSTS' UEPOBT.— Continued. 

St. Pancras .. .. for the year 1890. J. F. J. Sykes. 

„ „ Dr. C. E. Paget. 

„ „ W. J. HesUp. 

„ „ P. Q. KarheeTc. 

„ „ The Board. 

„ „ Dr, Joseph Loane. 

„ „ E. J, Franks. 
„ (Report of 

>» 9t »» >» 

Metropolitan Asylums Board. Beports for the year 1890. 180 p., 

maps and tables, 8vo. London, 1891. The Board. 

Monckton, C. Pure Spring Water for London, proposed by G, 

Webster. 10 p., 4to. London, 1890. W. WhitaJcei\ 

New Hampshire Stale Board of Health. Ninth Annual Eeport for 

year ending October, 1890. 344 p., 8vo. Manchester, U.S.A. 

1890. Irving A. Watson. 

New Jersey State Board of Health. Fourteenth Annual Eeport and 

Eeport of the Bureau of Vital Statistics, 1890. 395 p., 8vo. New 

Jersey, 1890. The Board. 

New York State Board of Health. Eleventh Annual Eeport. Vol I. 

and II. 935 p., 8vo. Albany, 1891. The Board. 

Nottingham, Meteorology of for 1890. Folio. Tables and Diagrams. 

P. Boohyer, M.B. 
Paget, Charles E. County and Borough of Salford. Special Eeport 

on the Eecent Prevalence of Diphtheria. 33 p., 8vo. Maps. 

Salford, 1891. The Author. 

PEEIODICALS. 
Weekly. 

British Medical Journal. 

Builder. 

Contract Journal. 

Engineering and Building Eecord. 

Industries. 

Journal d' Hygiene. 

Local Government Chronicle. 

Metropolitan. 

Nursing Eecord. 

Sanitary News. 

MOXTHLY. 

Building World. 

Plumber and Decorator. 

Practitioner. 

Public Health. 

Sanitarian. 

Sanitary Eecord. 

Sei-i-Kwai Medical Journal. 
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Pilley, J, J. Hygiene, the Principles of Health. 190 p., 8vo. 
London, 1888. The Author. 

South Kensington Hygiene. 190 p., 8vo. London, 1889. 

The Author. 

Plowright» C,B. On the cause and distribution of Calculous Disease. 
Parts I. and II. 43 p., maps, 8vo. London, 1885-86. 

W. WhitaJcer. 

Porter, IT. W. On some considerations suggested by the Annual 
Beports of the Hegistrar- General, being an inquiry into the 
question as to how far the inordinate mortality in this country 
exhibited by those reports is controllable by Human Agency. 73 p., 
8vo. Extract from the " Assurance Magazine and Journal of the 
Institute of Actuaries," Vol. IX. 

Begistrar-Oeneral, England, Annual Summary of Births,. Deaths, 
and Marriages, and Causes of Death in London and other great 
towns, 1890. 69 p., 8vo. London, 1891. Beghtrar-Oenerdl, 

England, Fifty-second Annual Keport of the Eegistrar- 

General of Births, Deaths, and Marriages, in England, 1889. 
228 p., 8vo. London, 1890. ' 

Scotland, Thirty-fourth Detailed Annual Beport of the 



Begistrar -General of Births, Deaths, and Marriages, in Scotland 
(Abstracts of, 1888). 459 p., 8vo. Edinburgh, 1889. 

Bichmond Main Sewerage and Drainage, An account of the works 
carried out by the Bichmond Main Sewerage Board for the col- 
lection and disposal of the sewage of the parishes of Bichmond, 
Barnes, Mortlake, Kew, and Petersham, with a brief history of the 
subject. 16 p.,. maps. London, 1891. W, WhitaJcer, 

Bobinson, Prof, H, Address on Electric Lighting, at Electrical 
Exhibition, St. Pancras Yestry Hall, on 20th March, 1891. 7 p., 
8vo. London, 1891. The Authm\ 

Paper on Sewage Disposal with reference to Biver Pollution 

and Water Supply. 11 p., 8vo. Excerpt from Trans. Inter- 
national Congress of Hygiene and Demography, 1891. Author, 

Borne. Annali dell' Instituto d'Igiene sperimentale della B. 
University di Boma. Vol. I. (Nuovo Serie) Pasi 1, 84 p., 8vo. 
Boma, 1891. Instituto d'Igiene, 

Annali dell' Instituto d'Igiene sperimentale della B. Universita 

di Boma. Vol. I. 265 p., 8vo. Boma, 1891. Instituto d^Igiene, 
Applicazione di una yaschetta a chiusura idraulica sul tipo 



delle fosse. Mouras e di un filtro a torba per le acque luride nel 
sistema di fognatura separata tubolare per il Prof. L. Pagliani. 
13 p., f. cap. Boma, 1891. Ministero delV Intemo, 

Azione dei microfiti sui composti arsenicali fissi. 7 p. Boma, 



1891. Ministero delV Intemo, 

Circa I Fatti Principali Biguardansi d'Igiene e la Sanitli 



Pubblica, nel Begno nelFultimo trimestre, 1890, e gennaio, 1891. 
44 f. cap., 4to. Boma, 1891. 

Circa I Fatti Principali Biguardansi d'Igiene e la Sanity 



Pubblica, nel Begno nei mesi di Giugno, Luglio Agosto e Settembre 
del, 1891. 17 p. Boma, 1891. Ministero delV Interno. 
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Borne. Deir analisi degli Alcool Sotto il Biguardo Igienico. 12 p., 

f. cap. Boma, 1891. 
II regolamento sul meretricio dayanti al consiglio superiore di 

sanitli. 66 p., f. cap. Boma, 1891. Ministero dm* IrUerno, 
La Llnfa di Koch nella Cura Delia Morva del Cavallo. 4 p., 

f. cap. Boma, 1891. 

Begolamento Speciale di Polisia Mortuaria. 36 p., 8va. 



Boma, 1891. Direzione ddla Sanitd Publica. 

Begolamento Speciale sulle Conservazione dell Yaccino e 



Bulla Yaccinazione obligatoria. 10 p., 8vo. Boma, 1891. 

Direzione della Sanita PMica, 
Begolamento sul meretricio neirinteresse dell'ordine pubblico. 



della salute publica el del buon costume Approvato condecreto. 
Ministeriale, 27 Octobre, 1891. Boma, 1891. 

MiniHero deW Intemo, 
Su di un apparecchio destinato alio studio della permeabilita 



all'acqua dei matenali da costruzione. 8 p., f. cap. Boma, 1891. 

Ministero delV Intern o, 
Sulla Eiltrazione dei liquami putrescibili attrarersola torba. 



13 p., f. cap. Boma, 1891. Ministero dell* Intemo. 

EusselJ, Dr. J. B. Census 1891. Glasgow, Old Glasgow, and its 

Statistical Divisions as at 6th April, 1891. Greater Glasgow as 

constituted by the City of Glasgow Act, 1891. 41 p. (appendix, 

tables and map), 8vo. Glasgow, 1891. The Author, 

Bussell, Hon. Rollo. The Spread of Influenza, its supposed relations 

to Atmospheric conditions. 59 p., 8vo. London, 1891. 

The Author. 
Sanitary Gmsade round the World. 34 p., 8vo. London, 1890. 

Beprint from Building News^ August 8th and 15tb, 1890. 

W. Whitdker. 
Saunders, Dr. W. S. Beport on the Analysis of Water from the 

Artesian Well in Stoney Lane, Houndsditch. 12p.,8vo. London, 

1891. W. Whitaker. 

Shone, Iscuic. A Critique upon Mr. Mansergh's Beport on the 

Drainage of Melbourne. London, 1891. 236 p., 8vo. The Author. 
Sonsino, Dr. Pospero. The principal and most efficacious means of 

preventing the spread of Entozoal affections in man. 8 p., 4mo. 

Beprint from Lancet, August 22nd and 29th, 1891. Th^ Author. 
Symons, G. J. Symons's British Bainfall, 1888-89-90. 203, 178, 

and 206 pp., and Tables. 8yo. London. The Author. 

Teale, T. Fridgen. Dangers to Health. 172 p., 8vo. Plates. 

London, 1883. The Author. 

Thompson, Gilbert. On Sanitation in Health Besorts. 5 p., 8vo. 

Beprinted from Transactions of the Boyal Scottish Society of 

Arts. Glasgow, 1890. The Author. 

Thompson Sir IT. Modern Cremation: Its History and Practice. 

163 p., 8vo. London, 1891. The Author. 

Thresh, Dr. John (7. The Housing of the Working Classes in the 

Chelmsford and Maldon Bural Sanitary Districts. 24 p., 8yo. 

Chelmsford, 1891. The Author. 
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Thresh, Dr. John C, Eeport on the Water Supplies of the various 
Villages and Hamlets in the Chelmsford and Maldon Eural Sani- 
tary Districts. 60 p., 8yo. Chelmsford^ The Author, 

United States' Army. Index- Catalogue of the Library of the 
Surgeon-General's Office. Vol. XI., 1102 p. Vol. XII., 1004 p. 
Washington, 1890 & 1891. The Surgeon- Omeral U.S. Army. 

United States. £epoi*t of the Surgeon-General of the Army to the 
Secretary of War, for the fiscal year ending June 30th, 1891. 
144 p., 8vo. Washington, 1891. The Surgeon- General U.S. Army. 

Eeport of the Surgeon- General of the Army to the Secretary 

of War for the fiscal year ending June 30th, 1890. 115 p., 8vo. 
Washington, 1890. The Surgeon-General U. S. Army. 

Walley, Thomas. A practical Guide to Meat Inspection. 188 p., 8vo. 
Edinburgh, 1890. Purchased. 

Washington. Eeport of the United States' Commissioner on Cholera 
in Europe and India. 946 p., 4to. Plates and Maps. Washington, 
1890. Department of State. 

Whitaker, W., and A. H. Green. Preliminary Eeport on the 
possibility of obtaining a Supply of Water for London within the 
Thames Basin. 20 p., 8vo. London, 1891. The Author. 
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4 M. 
6 W. 

13 W. 
13 W. 
13 W. 

20 W. 

20 W. 
25 M. 

27 W. 
27 W. 

29 F. 



1 M. 

2 Tu. 

3 W. 
3 W. 

5 F. 

9 Tu. 
10 W. 
10 W. 
10 W. 
10 W. 

10 W. 
12 F. 

16 Tu. 

17 W. 

17 W. 
19 F. 

22 M. 

23 Tu. 

24 W. 

24 W. 
26 F. 
26 F. 



JANUARY. 

Exhibition Committee, 5 p.m. 

Lecture to Sanitary Officers, Derby, 
3 p.m. 

Finance Committee, 4 p.m. 

Council Meeting, 5 p.m. 

Lecture to Sanitary Officers, Derby, 
3 p.m. 

Lecture to Sanitary Officers, Derby, 
3 p.m. 

Lecture at Carpenters' Hall, 8 p.m. 

Museum Lecture and Library Com- 
mittee, 5 p.m. 

Lecture at Carpenters' Hall, 8 p.m. 

Lecture to Sanitary Officers, Derby, 
3 p.m. 

Lecture to Sanitary Officers, 8 p.m. 

FEBRUARY. 

Exhibition Committee. 5 p.m. 
Lecture to Sanitary Officers, 8 p.m. 
Lecture at Carpenters' Hall, 8 p.m. 
Lecture to Sanitary Officers, Derby, 

3 p.m. 
Lecture to Sanitary Officers, 8 p.m. 



«» 



Finance Committee, 4 p.m. 
Council Meeting, 5 p.m. 
Sessional Meeting, 8 p.m. 
Lecture to Sanitary Officers, Derby, 

3 p.m. 
Lecture at Carpenters' Hall, 8 p.m. 
Lecture to Sanitary Officers, 8 p.m. 

•f >f !♦ »» 

Lecture to Sanitary Officers, Derby, 
3 p.m. 

Lecture at Carpenters' Hall, 8 p.m. 

Lecture to Sanitary Officers, 8 p.m. 

Museum Lecture and Library Com- 
mittee, 5 p.m. 

Lecture to Sanitary Officers, 8 p.m. 

Lecture to Sanitary Officers, Derby, 
3 p.m. 

Lecture at Carpenters' Hall, 8 p.m. 

Lecture to Sanitary Officers, 8 p.m. 

Examination Committee, 5 p.m. 



MARCH. 

1 Tu. Lecture to Sanitary Officers, 8 p.m. 

2 W. Lecture to Sanitary Officers, Derby, 

3. p.m. 
2 W. Lecture at Carpenters' Hall, 8 p.m. 
4 F. Lecture to Sanitary Officers, 8 p.m. 



MARCH— (Coti^tnuei.) 

4 F. 1 Examination for Inspectors of 

5 S. J Nuisances, Bristol. 

5 S. Lecture to Sanitary Officers, Wake- 
field, 3 p.m. 

7 M. Exhibition Committee, 5 p.m. 

8 Tu. Lecture to Sanitary Officers, 8 p.m. 

9 W. Finance Committee, 4 p.m. 
9 W. Council Meeting, 5 p.m. 

9 W. Sessional Meeting, 8 p.m. 

9 W. Lecture to Sanitary Officers, Derby, 

3 p.m. 
9 W. Lecture at Carpenters' Hall, 8 p.m. 

11 F. Lecture to Sanitary Officers, 8 p.m. 

12 S. Lecture to Sanitary Officers, Wake- 

field, 3 p.m. 
12 S. Lecture to Sanitary Officers, Cardiff, 

3 p.m. 

15 Tu. Ordinary General Meeting, 

4 p.m. 

15 Tu. Lecture to Sanitary Officers, 8 p.m. 

16 W. Lecture to Sanitary Officers, Derby, 

3 p.m. 

16 W. Lecture at Carpenters' Hall, 8 p.m. 

17 Th. Builders' Examination Committee, 

4.30 p.m. 

18 F. Lecture to Sanitary Officers, 8 p.m. 

19 S. Lecture to Sanitary Officers, Wake- 

field, 3 p.m. 
19 S. Lecture to Sanitary Officers, Cardiff, 

3 p.m. 
22 Tu. Lecture on Domestic Hygiene, 

3 p.m. 

22 Tu. Lecture to Sanitary Officers, 8 pm. 

23 W. Lecture to Sanitary Officers, Dei by, 

3 p.m. 
25 F. Lecture on Domestic Hygiene, 
3 p.m. 
r Examination in Practical Sauita- 

25 F. tion and in Building so far as it 

26 S. relates to Sanitary Construction, 

t at Carpenters' Hall. 

26 S. Lecture to Sanitary Officers, Wake- 
field, 3 p.m. 

26 S. Lecture to Sanitary Officers, Cardiff, 
3 p.m. 

26 S. Lecture to Sanitary Officers, New- 
castle, 7 pim. 

28 M. Museum Lecture and Library Com- 

mittee, 5 p.m. 

29 Tu. Lecture on Domestic Hygiene. 

3 p.m. 

30 W. Lecture to Sanitary Officers, Derby 

3 p.m. 

31 Th. Examination Committee, 5 p.m. 
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APRIL. 

1 F. Lecture on Domestic Hygiene, 

3 p.m. 

2 S. Lecture to Sanitary Officers, Wake- 

field, 3 p.m. 
2 S. Lecture to Sanitary OfiScers, New- 
castle, 7 p.m. 
2 S. Lecture to Sanitary OjBScers, Cardiff, 

3 p.m. 
2 S. Lecture to Sanitary Officers, Nor- 
wich, 2 p.m. 
4 M. Exhibition Committee, 5 p.Tn. 
' 8 F. 1 Examination for Inspectors of 
9 S. J Nuisances, London. 
9 S. Lecture to Sanitary Officers, Wake- 
field, 3 p.m. 
U S. Lecture to Sanitary Officers, New- 
castle, 7 p.m. 
9 S. Lecture to Sanitary Officers, Cardiff, 

3 p.m. 
9 S. Lecture to Sanitary Officers, Nor^ 

wich, 2.30 p.m. 
13 W. Finance Committ-ee, 4 p.m. 
13 W. Council Meeting, 5 p.m. 
16 F. Good Friday. 

16 S. Lecture to Sanitary Officers, New- 
castle, 7 p.m. 
18 M. Easter Monday, 
23 S. Lecture to Sanitary Officers, Wake- 
field, 3 p.m. 
23 S. Lecture to Sanitary Officers, New- 
castle, 7 p.m. 
23 S. Lecture to Sanitary Officers, Cardiff, 

3 p.m. 
23 S. Lecture to Sanitary Officers, Nor- 
wich, 2.30 p.m. 
25 M. Museum Lecture and Library Com- 
mittee 5 p.m. 

28 Th. 1 Examination for Inspectors of 

29 F. J Nuisances, Derby. 

30 S. Lecture to Sanitary Officers, Wake- 

field, 3 p.m. 

30 S. Lecture to Sanitary Officers, Cardiff, 
3 p.m. 

30 S. Lecture to Sanitary Officers, New- 
castle, 7 p.m. 

90 S. Lecture to Sanitary Officers, Nor- 
wich, 2.30 p.m. 



MAY. 

2 M. Exhibition Committee, 5 p.m. 

7 S. Lecture to Sanitary Officers, Wake- 
field, 3 p.m. 

7 S. Lecture to Sanitary Officers, New- 
castle, 7 p.m. 

7 S. Lecture to Sanitary Officers, Cardiff, 
3 p.m. 

7 S. Lecture to Sanitary Officers, Nor- 
wich, 2.30 p. in. 



UkY-iContinued.) 

Finance Committee, 4 p.m. 

Council Meeting, 5 p.m. 

Lecture to Sanitary Officers, Wake- 
field, 3 p.m. 

Lecture to Sanitary Officers, New- 
castle, 7 p.m. 

Lecture to Sanitary Officers, Cardiff, 
3 p.m. 

Lecture to Sanitary Officers, Nor- 
wich, 2.30 p.m. 

Lecture to Sanitary Officers, Wake- 
field, 3 p.m. 

Lecture to Sanitary Officers, New- 
castle, 7 p.m. 

Lecture to Sanitary Officers, Cardiff, 
3 p.m. 

Lecture to Sanitary Officers, Nor- 
wich, 2.30 p.m. 

Museum Lecture and Library Com- 
mittee, 5 p.m. 

Lecture to Sanitary Officers, Wake- 
field, 3 p.m. 

Lecture to Sanitary Officers, New- 
castle, 7 p.m. 

Lect ure to Sanitary Officers, Cardiff, 
3 p.m. 

Lecture to Sanitary Officers, Nor- 
wich, 2.30 p.m. 

Exhibition Committee, 5 p.m. 



JUNE. 

4 S. Lecture to Sanitary Officers, Cardiff, 
3 p.m. 

4 S. Lecture to Sanitary Officers, New- 
castle, 7 p.m. 

6 M. Whit Monday, 

8 W. Finance Committee, 4 p.m. 

8 W. Council Meeting, 5 p.m. 
10 F. E2aimination Committee, 5 p.m. 

10 F. 1 Examination for Inspectors of 

11 S. j Nuisances, Wakefield. 

11 S. Lecture to Sanitary Officers, Wake- 
field, 3 p.m. 

11 S. Lecture to Sanitary Officers, Cardiff, 
3 p.m. 

lis. Lecture to Sanitary Officers, New- 
castle, 7 p.m. 

US. Lecture to Sanitary Officers, No]> 
wich, 2.30 p.m. 

17 F. 1 Examination for Surveyors, Lon- 

18 S.J don. 

18 S. Lecture to Sanitary Officers, Cardiff, 
3 p.m. 

18 S. Lecture to Sanitary Officers, New- 
castle, 7 p.m. 

18 S. Lecture to Sanitary Officers, Nor- 
wich, 2.30 p.m. 



11 w. 
11 w. 

14 S. 


14 S. 


14 S. 


14 S. 


21 S. 


21 S. 


21 S. 


21 S. 


23 M. 


28 S. 


28 S. 


28 S. 


28 S. 


30 M. 



MEETINGS FOB 1892. 



105 



JUNE— (Omftnutt?.) 

24 F. 1 ExaDiiuation for Inspiectors of 

25 S. J Nuisances, Newcastle-on-TyDe. 
25 8. Lecture to Sanitary Officers, Nor- 
wich, 2.30 p.m. 

27 M. MuBeum Lecture and Library Com- 

mittee, 5 p.m. 

JULY. 

2 S. Lecture to Sanitary Officers, Nor- 

wich, 2.30 p.m. 
4 M. Exhibition Committee, 5 p.m. 

8 F. 1 Examination for Inspectors of 

9 S. j Nuisances, Cardiff. 

13 W. Finance Committee, 4 p.m. 

13 W. Council Meeting, 5 p.m. 

15 F. 1 Examination for Inspectors of 

16 S. J Nuisances, Norwich. 

18 M. Conf^ess and Editing Committee, 
5 p.m. 

25 M. Museum Lecture and Library Com- 
mittee, 5 p.m. 

SEl'TEMBER. 

12th. — Congress and Exhibition opens at 
Portsmouth. 

OCTOBER. 

3 M. Exhibition Committee, 5 p.m. 

4 Tu. Lecture to Sanitary Officers, 8 p.m. 

• ■■^ • i» »» »» 

11 Tu. 

12 W. Finance Committee, 4 p.m. 
12 W. Council Meeting, 5 p.m. 

14 F. Lecture to Sanitary Officers, 8 p.m. 

17 M. Congress and Editing Committee, 

5 p.m. 

18 Tu. Lecture to Sanitary Officers, 8 p.m. 

^^ ' • »t M »» »» 

24 M. Museum Lecture and Library Com- 

mittee, 5 p.m. 

25 Tu. Lecture to Sanitary Officers, 8 p.m. 

28 F. 
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» 



» 



»f 



f* 



NOVEMBER. 



1 Tu. 
4 F. 

7 M. 

8 Tu. 

9 W. 
9 W. 

11 F. 
15 Tu. 
18 F. 
18 F. 

22 Tu. 

23 W. 
25 F. 
25 F. 
25 F. 
28 M. 

30 W. 



Lecture to Sanitary Officers, 8 p.m. 

»» «» »» fi 

Exhibition Committee, 5 p.m. 

Lecture to Sanitary Officers, 8 p.m. 

Finance Committee, 4 p.m. 

Council Meeting, 5 p.m. 

Lecture to Sanitary Officers, 8 p.m. 
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Lecture to Sanitary Officers, 8 p.m. 
Lecture at Carpenters' Hall, 8 p.m. 
Lecture to Sanitary Officers, 8 p.m. 
Lecture at Carpenters' Hall, 8 p.m. 
Examination Committee, 5 p.m. 
Lecture to Sanitary Officers, 8 p.m. 
Lecture at Carpenters' Hall, 8 p.m. 
Museum Lecture and Library Com- 
mittee, 5 p.m. 
Lecture at Carpenters' Hall, 8 p.m. 



DECEMBER. 

2 F. Lecture at Carpenters' Hftll, 8 p.m. 

2 F. 1 Examination for Inspectors of 

3 S.J Nuisances, London. 

5 M. Exhibition Committee, 5 p.m. 

7 W. Lecture at Carpenters' Hall, 8 p.m. 

[Examination in Practical Sanita- 

9 F. I tion and in Building so far as it 

10 S. I relates to Sanitary Construction, 

t at Carpenters' Hall. 
14 W. Finance Committee, 4 p.m. 
14 W. Council Meeting, 5 p.m. 
14 W. Sessional Meeting, 8 p.m. 

16 F. 1 Examination for Inspectors of 

17 S.J Nuisances, Liverpool. 

19 M. Museum Lecture and Library Com- 
mittee, 5 p.m. 



Note. — The next Congress and Exhibition will be held 
' at Portsmouth^ commencing September VZth. 
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LIST OF HON. FELLOWS, FELLOWS, MEMBERS, 

AND ASSOCIATES. 

Additions and Corrections to December SI st, 1891. 

Hon. Fellows, 27; Fellows, 154; 

Mbmbebs, 450; Associates, 447. — Total, 1078. 



HONORARY FELLOWS. 

Date of ElectloD. AUSTEIA-HUNGAET. 

1890. June, von Geubeb, Prof. Franz Eitter, 1, Tiefer Grahen 3, 

Vienna, 
1890. June. Fodob, Dr., Professor of Hygiene, Buda-Pesth. 

BELGIUM. 

1890. June. Putzeys, Dr. Felix, Professor of Hygiene at the Univer- 
sity of Liege. 

EGYPT. 

1890. Dec. Gbeenb, Dr.. H. E., Pasha, Chief of the Sanitary 

Department, Cairo. 

FEANCE. 

1890. June. Bbouabdel, Dr. Paul, Prof, and Dean of the Faculty 

of Medidn^e, Pari^. 
1890. June. Cobnil, Dr. V., Senator, 19, Rue St. Guillaume, Paris. 
1890. June. Pasteue, Prof. Louis, 25, Hue Dutot, Paris. 
1890. June, db PiI:tba Santa, Dr. Prosper, Hon Sec. of the French 

Society of Hygiene, 30, Rue du Dragon, Paris. 
1890. June. Vallin, Dr. Emile, Professor of Hygiene, Director of 

the School of the Military Sanitary Service, Lyons. 
1890. June. Mabi^ Davy, Dr. H., Hon. President of the French 

Society of Hygiene. 

GEEMANT. 

1890. June. Hobbecht, Dr., Engineer, Berlin. 

1890. Juue. VON HoFAiANN, Prof. A. W., Professor of Chemistry, 

Berlin. 
1890. June. Koch, Dr., Director of the Hygienic Institute, Berlin. 
1890. June. Pettenkofee, Dr., Prof essor of Hygiene at the University 

of Munich. 
1890. June. Eoth, Prof. Dr. W., Surgeon-General, 6, Kaizer Wil- 

helm Platz, Dresden. 
1890. June. Vibchow, Dr. Eudolph, Professor of PatJwlogy, Berlin. 

HOLLAND. 

1890. June, db Meyeb, Dr. van Overbeek, Professor of Hygiene 

at the State University of Utrecht, ^etJierlands. 
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ITALY. 

1890. June. Betocchi, Com'*- Alessandro, Prof., CivU Engineer, 

Ministry of Public Works, Home. 
1890, June. Cobbadi, Prof. Alfonse, Rector of the University ofPavia. 
1890. June. Pacchiotti, Dt, Giacinto, Prof essor of HygienCy Turin, 

EOUMANIA, 
1890. June. Felix, Dr. J., Professor of Hygiene, Bucharest. 

EUSSIA. 

1890. June. Suzob, Comte de, Archiiect-in-ehief, Ligue de Cadets 21, 

St, Petersburgh, 

SWITZEELAND. 

1890. June. Guillafmb, Dr., Director of the Federal Bureau of 

Statistics, Berne. 

TUEKET. 

1890. June. ZoisBOS, A., Pasha, Professor at the School of Medicine^ 

Director of the Bacteriological Institute, Secretary- 
General of the Administration of Public Medicine 
and Hygiene, Constantinople, 

TNITED STATES. 

1890. June. Billings, Dr. John S., Washington, D,C, 

1890. June. Bowditch, Dr. Henry J., Boston, 

1890. June. Walcott, Dr. Henry P., Cambridge, Massachusetts. 



FELLOWS (Fellow San. Inst.) 

t Marked thoa have passed the Examination of the Institute for Local Sorreyors. 

1889. Dec. Abel, Sib Frederick, k.g.b., f.b.s.. Imperial Institute, 

Imperial Institute Road, S, W, ; and 40, Cadogan 

Place, S. W, 
1891. Dec. AcLAND, Sir Henry W., k.cb., m.d., d.c.l., f.b.s.. 

Broad Street, Oxford, 
1888. Oct. Adams, G. E. D'Arcy, m.d., d.p.h.camb., f.g.s., 

1, Clifton Gardens, Maida Vale, W, 
1888. Oct. AiTKEN, PBor, Sib William, m.d., f.b.s., Woolston, near 

Southampton, 

1888. Oct. Albany, H.E.H. The Duchess of, Claremont, Esher, 
1888 Oct. Anqell, Lewis, m.inst.c.e., f.k.o.lond.. Town Hall, 

Stratford, E, 

1890. Feb. Anninqson, Bushel), m.a., m.d., Cambridge, 
] 888. Oct. Abchbb, John A., 79, LarkJiall Rise, S, W, 

1889. Dec. Abmistead, William, m.b., m.o.h., Shelford, Cambridge, 
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1889. Dec. Babby, Charles, f.s.a., 1, Victoria Street, S.W. 
1888. Dec. Bass, Hamar Alfred, m.p., BurtonHm-Trent. 
1888. Oct. Bell, Majob C. W., j.p., d.l., Yewhurst, East Orin- 

steady IStissea:, 

1888. Oct. Bibch, E. W. Peregrine, m.ebtst.c.b., 5, Queen Annes 

GaU,S.W. 

1889. Dec. Blomfield, Sib A. W., m.a., f.b.i.b.a., 6 Montayu 

Place, W. 
1888. Oct. Bltth, a. Wynter, m.b.c.s., l.s.a., Court House, 

Marylebone. 
1888. Oct. tBouLNOis, H. Percy, M.DfSX.c.B., CitTf Engineer, 

Liverpool. 

1890. Jan. Bowman, Sib William, Babt., m.d., ll.d., f.b.s., 5, 

Clifford Street, Bond Street, W. 
1890. Jan. Bbett, A. T., m.d., m.o.h., Watford House, Watford. 

1888. Oct. Bbightbn, W. G., 108, Fenchurch Street, E.C. 

1889. Dec. Bbock, J. H. E., m.d., b.sclond., lib, Adelaide Road, 

South Hampstead, 
1888. Oct. Browk, Harry, University College, Oower Street, W.C. 
1888. Oct. Bbowning, Benjamin, l.b.cp., m.b.c.s., d p.h.camb., 

M.O.H., 16, Rayal Terrace, Weymouth. 
1888. Oct. BuBBBBY, J. Stone, Trent House, West Cowes, I. of W. 
1888. Oct. BuBDKTT, Henry C, f.s.s., f.l.s.. The Lodge, Forchester 

Square, W, 
1888. Oct. BuBGESS, Peter, m.a., m.b., Driffield, Yorkshire. 
1888. Oct. Cambbidgb, H.K.H. the Duke of, k.g., Gloucester 

House, Park Lane, W. 
1888. Oct. Cabbw, R. B., Carpenders, Watford, Herts. 
1888. Oct. Cabpentbb, Alfred, m.d. lond., m.b.c.s., d.p.h.camb., 

Heath Lodge, Morland Park, Croydon. 
1888. Oct. Cabteb, R. Brudenell, f.b.c.s., 27, Queen Anne Street, 

Cavendish Square, W. 
1888. Aug. Cassal, Charles E., f.i.c, f.c.s.. Town Halh Kensington. 

W., ( Vestry Hall, Mount Street, Orosvenor Square, 

W.), (Brenne House, Wandsworth Common, S. W.). 

1890. May. Gates, Arthur, f.b.i.b.a., 7, WhiteJiall Yard, S.W. 
1888. Oct. Clabk, F. Le Qros, f.b.s.. The Thorns, Sevenoaks, Kent. 

1888. Oct. Collins, H. H., f.b.i.b.a., 61, Old Broad Street, E.C; 

and 5, Randolph Road, W. 

1889. Dec. Collins, Wm. J., m.d., b.sc.lond., d.p.h., 1, Albert 

Terrace, Regent^ s Park, N. W. 
1888. Oct. CoLMAN, J. J., M.P., Carrow Hou^e, Norwich. 
1888. Aug. CoBFiELD, Pbof. W. H., m.a., m.d.oxon., f.b.c.p.lond., 

19, Savile Row, W. 
1888. Oct. Cbawfobd, Sir Thomas, m.d., k.o.b., 5, St. John's Park, 

Blackheath. 
1888. Oct. CuTLEB, Thomas "William, f.b.i.b.a., 5, Queen Square, 

Bloomsbury. 
1888. Oct. Davey, Alexander George, m.d., l.b.cp., m.b.c.s., 9, 

Belvedere Street, Ryde, Isle of Wight. 
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1891. Mar. de Coubct Meade, Thomas, m.inst.ce., 1, ParJc Villas^ 

The Park, UiyhgaU, N. 
1888. Oct. Debet, Et. Hon. Eabl oe, d.cl., ll.d., f.b.s., 33, 

SU Jamei Square, S, W. 
1888. Oct. BouLTON," Sib Hemy, Lambeth, S,W, 
1890. Feb. Dowsoh, A., 3, Ot. Queen Street, WeHminster. 
1888. Oct. Doyle, Patrick, c.e., f.6.s., Indian Engineering, 

Spencers Hotel, Calcutta, 
1888. Aug. DuDFiBLD, T. Orme, m.d., l.b.c.p., m.b.c.s., 14, Ashburn 

Place, Cromwell Road, S, W, 
1888. Oct. Dyke, T. J., f.b.c.s., Tlve Hollies, Merthyr Tydfil. 
1888. Oct. Eaton, John, m.d., Montreal House, Cleator Moor, Cum- 

herland, 
1888. Oct. Ellis, W. Horton, f.b.met.soc., Hartwell House, Exeter. 
1888. Oct. Etans, Sib T. W., f.e.g.s., AlUstree Hall, Derby, 
1890. Dec. EwABT, Joseph, m.d., f.b.c.p., j.p., Montpelier House, 

Montpelier Terrace, Bright/m, 
1888. Oct. Faybbb, Sib Joseph, k.o.s.i., m.d., f.b.c.p., f.b.c.s., 

I1L.D., F.B.S., 63, Wimpole Street, W, 
1888. Oct. Field, Basil, b.a., 36, Lincoln's Inn Fields, W,C, 
1888. Aug. Field, Eogers, b.a., m.inst.ce., 7, Victoria Street, 

Westminster, S, W, 
1888. Oct. Floweb, Majob Lamorock, 48, Holland Road, W, 
1888. Nov. Fobtescue, Et. Hon. Eabl, 48, Grosvenor Gardens, 

S,W,, {Castle Hill, South MoUon, Devon), 
1888. Aug. Galton, Sib Douglas, k.c.b., d.cl., ll.d., f.b.s., 12, 

Chester Street, Grosvenor Place, S, W, 
1888. Oct. GowBBS, William Eichard, m.b., 50, Qv^n Anne St., W. 
1888. Oct. G-BIMSHAW, Thomas Wrigley, m.d., Priorsland, Carrich" 

mines, Dublin. 
1888. Oct. Habkeb, J., m.d., j.p., Hazel Grove, Carnforih, Lane, 
1890. May. Habbis, Alfred E., l.b.c.p., l.b.c.s., m.o.h., Health 

Offices, Sunderland, (BrooJrside Villa, Sunderland), 
1888. Oct. Habbis, Thomas, f.b.i.b.a., 6, SoutTiampton Street, 

Bloomsbury Square, W,C. 

1890. Jan. Habbison, C, m.d., d.p.h.camb., Newland, Lincoln, 
1888. Oct. Habt, Ernest, 38, Wimpole Street, W, 

1891. Mar. Hastings, George "Woodyatt, m.p., Barnard^ s Green 

HoiMe, near Malvern, 
1888. Oct. Haviland, A., m.b.c.s., Douglas, Isle of Man. 
1890. June. Hj:hib, Patrick, m.d., f.b.c.s., d.p.h., Hyderabad, Deccan, 

India, 
1890. Jan. Hill, Alfred, m.d., m.b.c.s., l.s.a., The Council House, 

Birmingham. 
1888. Oct. Hill, M. Berkeley, m.b., f.b.c.s., 66, Wimpole Street, 

W. 
1888. Dec. Hime, Thomas Whiteside, a.b., m.b., l.b.c.s<, 54, Horton 

Road, Bradford. 
1888. Oct. HoDSON, George, m.inst.ce., f.g.s.. Abbey Buildings, 

Princes Street, Westminster, {Loughborough). 
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1889. Dec. Hope, E. "W., Municipal Offices, Liverpool, 

1888. Oct. HuMPHET, 8iB G. M., m.d., f.b.s., Cambridge. 

1889. Dec. Huntee, Sib William Guyer, k.c.m.g., m.p., m.d., 

F.E.C.P., 21, Norfolk Crescent, Hyde Park, W, 

1890. Jan. Iliffb, William, m.e.c.s., 41, Osma^ton Street, Derby. 
1888. Oct. Jones, Lieut. -Col. A. S., J?. C, assoc.m.inst.c.e., 

Culverside, Carshalton, Surrey, 
1888. Aug. Judge, Mark H., a.e.i.b.a., 15, Connaught Square, W. 
1888. Oct. Kelly, Charles, m.d., f.e.cp., Ellesmere, Oratwicke 

Road, Worthing, 
1888. Dec. Kingdon, J. A., Grocer^ s Hall, E.C. 
1888. Oct. Latham, Baldwin, m.inst.o.b., f.b.met.soc., f.g.s., 

F.S.S., 13, Victoria Street, S.W,, {Nantwich House, 

Park Hill Rise, Croydon). 

1888. Oct. Law, Henry, m.inst.c.e., f.b.met.soc., 17, Victoria 

Street, S. W., (245, Vauxhall Bridge Road). 

1889. Dec. Laweencb, Sib Trevor, babt., m.p., 57, Princess Gat^, 

S.W. 
1888. Oct. Lawson, Inspectob-Genebal E., ll.d., f.s.s., 20, 

Lansdowne Road, Notting Hill. 
1888. Oct. Leaf, Charles J., f.l.s., f.s.a., 6, Sussex Place, Regenfs 

Parle, N. W. 
1888. Dec. Leaf, W., litt.doc., 6, Sussex Place, Regenfs ParTc, 

N.W. 
1888. Aug. Lewis, Pbof. T. Hayter, f.s.a., f.b.i.b.a., 12, Kensing^ 

ton Garden Square, S. W. 
1888. Oct. Liyeset, J., m.inst.cb., 2, Victoria Mansions, Victoria 

Street, Westminster, S. W, 
1888. Dec. Longstaff, G. B., m.d., m.a., d.p.h., Southfield Grange, 

Wandsworth, S. W, 
1888. Dec. Lubbock, Et. Hon. Sib John, babt., m.p., d.c.l., f.b.s., 

Lmnbard Street, B.C. 
1888. Oct. Macket, John Alexander Dixie, b.a.oxon., 1, West- 
bourne Terrace, W, 

1888. Oct. Manseegh, James, m.inst.c.e., 6, Victoria Street, S.W. 

1889. Dec. Maeten, H. J., m.inst.c.e.. The Bircfies, Codsall, 

Wolverhampton. 
1888. Oct. Mbath, Et. Hon. Eael op, 83, Lancaster Gate, Hyde 

Park, 
1888. Dec. Michael, W. H., q.c, 45, Bedford Square, W. C, 

{Foxgrove Road, BecJcenham, Kent), {King's Bench 

Walk, Temple). 

1890. Jan. Mubphx, Shirley F., m.b.c.s., 41, Qu^een Anne Street, 

W. 
1890. June. Nbwsholmb, Arthur, m.d., m.b.c.s., l.s.a., d.p.h., m.o.h., 

Toivn Hall, Brighton, (15, College Road, Brighton.) 
1888. Dec. Nightingale, Miss F., 10, South Street, Grosvenor 

Square, W. 
1800. May. Nobth, Samuel W., m.b.c.s., f.g.s., m.o.h., Micklegate, 

York, 
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1888. Aug. NoETHUMBERLAND, HiS GbACE THE DVKE OF, K.G., 

D.C.L., LL.D., 2, Oronvenor Place, S, W, 
1890. Nov. NoTTBE, Pbofessob J. Lane, m.a., m.d., d.p.h., West 

Cliffe, Woolston, Southampton, 
1888. Oct. Ohbek, Magnus, Assoc, m.inst.c.e., f.c.s., L<yu)er 

Sydenham, 
1888. Oct. OiiLABD, J. F., The Manor House, North Euncton, 

King's Lynn, 

1888. Oct. Ollabd, William Ludlam, Mtisticott House^ Walsohen, 

Wisbeach, Norfolk. 

1889. Nov. Paget, Charles Edward, m.b.c.s., d.p.h., m.o.h.. Town 

Hall, Salford, 
1888. Oct. Paget, J., j.p., Stuffynwood, Mansfield, 
1888. Aug. Pabkes, Charles Henry, NetJierfield, Weyhridge, 
1888. Oct. Pabkes, Louis Coltman, m.d., m.b.c.s., d.p.h., 61, 

Cadogan Square, S. W, 
1888. Oct. Peggs, J. Wallace, assoc.m.inst.c.b., 9, Welbeck Man- 
sions, Cadogan Terrace, S.W,, (21, Queen Anne's 
Gate, S: W,). 
1888. Oct. Pltjmbb, Rowland, f.b.i.b.a., 13, Fitzroy Square, W, 
1888. Aug. PooBB, George Vivian, m.d., f.b.c.p., 30, Wimpole 

Street, W. 

1890. Jan. Powell, Francis Sharp, m.p., 1, Cambridge Square, 

W,, (Horton Old Hall, Bradford), 
1888. Oct. Pbitchabd, E., m.inst.c.e., f.g.s., 2, Storey's Gate, 

S, W,, (37, Waterloo Street, Birmingham). 
1888. Oct. Eawlinsox, Sib Eobert, k.c.b., m.inst.ce., 11, The 

Boltons, Brompton, S. W, 

1890. Feb. Redwood, T. Hall, m.d.. The Lawn, Rhymney, 

1891. Oct. Reid, George, m.d., d.p.h.. County Medical Officer of 

Health, Stafford. 
1888. Oct. Reynolds, Pbof. J. Russell, m.d., f.b.c.p., f.b.s., 38, 

Grosvenor Street, W. 
1888. Nov, Richabdson, Benjamin Ward, m.d., ll.d., f.b.s., 25, 

Manchester Square, W, 
1888. Oct. RiCHABDSON, J., m.inst.c.e., Methley ParTc, Leeds. 
1890. Jan. Ripon, Most Hon. Mabquess of, k.g., d.c.l., f.b.s., 

9, Chelsea Embankment, S.W. 
1888. Oct. Robins, Edward Cookworthy, f.s.a., f.b.i.b.a., 46, 

Bemers Street, W. 
1888. Oct. Robinson, Pbof. Henry, m.inst.c.b., 13, Victoria 

Street, S,W,, (54, Boundary Road, N.W.), 
1888. Oct. Russell, Hon. F. A. Rollo., f.b.met.soc., Pembroke 

Lodge, Richmond Park. 

1888. Oct. Russell, Jas. A., m.a., f.b.c.p. edin., m.b., b.sc, f.e.s.e., 

WoodvUle, Canaan Lane, Edinburgh. 
1890. Jan. Russell, J. B., m.d., ll.d., m.o.h., Glasgow. 

1889. Jan. Salt, Thomas, m.p., 85, St. George's Square, S, W. 
1889. Dec. Seaton, Edward Cox, m.d., f.b.c.s.. The Lim^, 56, 

North Side, Clapham Common. 
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1 888. Oct. Shaw, George, 20, King Edward Street, Newgate St., E. C. 

1888. Dec. Sibteking, Sib E. H., m.d., 17, Manchester Square, W, 

1889. Nov. Smith, James, Osborne, a.b.i.b.a., 34, Southampton 

Street, Strand, W,C., (65, Frithjield Gardens, 

Uxbridge Road, IF.). 
1888. Oct. Smith, Pbof. William Robert, m.d., f.b.s.b., d.sc., 

Barrister-at'Law, 74, Great RvAsell Street, W.C, 

{Flumstead, Kent). 
1888. Oct. SiTELL, H. Saxon, f.b.i.b.a., 22, Southampton Buitd- 

ings, W.C, and Lynden Lodge, Elmfield Road, 

Bromley, Kent. 

1888. Oct. Steele, John Charles, m.d., Guy's Hospital, S.E. 

1889. Mar. Stephens, Henry C, m.p.. Avenue House, Fincfdey. 
1888. Oct. Stbono, Henry John, m.d., Whitgift House, George 

Street, Croydon. 
1888. Oct. Sykes, J. r. J., M.B., B.BC., D.P.H., 171, Camden Road, 

N.W. 

1888. Aug. Stmons, O. J., p.b.s., 62, Camden Square, N.W. 

1889. Dec. Tatlob, J. Stopford, m.d., m.o.h., 6, Grove Parle, 

Liverpool. 
1889. Dec. Tatlob, John "W., m.d., d.sc, j.p., m.o.h.. Examiner 

in Medical Jurisprudence, and for the final BJSc. 

in the department of Public Health, University of 

Edinburgh, Rothesay House, Scarborough. 
1888. Oct. Temple, Eight Eev. Frederick, d.d., lobd bishop of 

LONDON, The Palace, FSdham. 

1888. Oct. Thompson, John, m.d., e.b.c.s., j.p., Lynton House, 

Bideford. 

1889. Dec. Thompson, Sib Henry, m.b., 35, Wimpole Street, W. 
1888. Oct. Thobne, R. Thome, m.b., 45, Inverness Terrace, W. 
1888. Oct. Tubbebvill, Col. T. Picton, Ewenny Priory, Bridgend, 

Glamorgan. 
1888. Oct. TuBNEB, Ernest, p.b.i.b.a., 246, Regent Street, W. 

1888. Aug. Twining, Thomas, Perryn House, Twickenham. 

1889. Feb. Ttndall, Professor John, ll.d., d.c.l., f.b.s.. Hind 

Head House, Shotter Mill, near Petersfield, 
1891. Nov. Vacheb, Francis, f.b.c.s., Birkenhead. 
1889. Dec. Walfobd, Edward, m.d., d.p.h.camb., m.b.c.s., m.o.h., 

Town Hall, Cardiff. 
1888. Oct. Wabing, Col. G. E., Jun., m.inst.c.e., Newport, Rhode 

Island, U. S. America. 
1888. Oct. "Wateehouse, Alfred, b.a., 20, Neiv Cavendish St., W. 
1888. Aug. "Westminsteb, His Oeacb the Duke of, k.g., Grosvenor 

House, W. 
1888. Oct. Whitelegge, Benjamin Arthur, m.d., b.sc, d.p.h.camb. 

Wakefield. 
1888. Oct. "Williams, Dawson, m.d., 25, Old Burlington Street, W. 

1888. Oct. Wilson, Oeorge, m.a., m.d., f.b.s.e., 7, Avon Place, 

Warwick. 

1889. Jan. Wix, H. A., 3, King's Bench Walk, Temple, E.C. 
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ORDINARY MEMBERS (Mek. Sait. Ikbt.) 

t Marked thus have passed the Ezamlnation of the Institute for Local SurTeyors. 
X Marked thus have passed the Examination of the Institute for Inspectors of Nuisances. 

1890. May. Adams, Frederick Edward, m.d., d.p.h., Town Hall, 

Bolton. 
1889. Mar. Adams, James, m.d., m.o.h., SjpringweU, Barnes, Surrey, 

1891. Dec. Adams, Professor Henry, m.iitst.o.b., r.s.i., 60, Queen 

Victoria Street, E,C. 
1889. Mar. Adkins, George, l.h.o.p.lond., d.p.h., m.o.h., Tealmp- 

• ton, Plympton, Devon, 

1888. Dec. Aiet, Hubert, m.a., m.d., Local Government Board, S, W, 

1889. Feb. Aldwincklb, Thomas William, p.e.i.b.a. 

1888. Oct. Alexander, W. C, Aubrey Rouse, Campden If ill, W, 

1889. Apr. Allfbby, Charles Henry, m.d., f.b.o.s., d.p.h., Plas 

Newydd, Princes Boad, St, Leonards-on-Sea, 
1888. Oct. Ames, H. St. Vincent, m.a., Cote House, Westhury-on- 

Trym, Bristol, 

1888. Oct. Anderson, Geo., c.b., 35a, Great George Street, West- 

minster, S, W, 

1889. Jan. tANDBRSON, John Eeid, The Cottage, Gibson's Hill, 

Norwood, S,E, 

1890. Dec. Anderson, John, assog.m.inst.ce.. Town Hall, Mon- 

trose, N,B, 
1888. Oct. Andresen, August F., Priory Cottage, Mill Lane, West 

Hampstead, 

1888. Oct. Andrew, Capt. C. W., 286, Kennington Park Boad, 

S.E, 

1889. Mar. Andrews, G. B., Surveyor, Johannesburg, South Africa, 
1888. Oct. Andrews, Jonathan, 10a, Mount Street, Berkeley 

Square, W, 

1890. Apr. Angell, A. Torrington, 2, Drayton Gardens, S.W, 

1888. Oct. tANGBLL, John A., assoo.m.inst.c.e., Borough Engineers' 

Office, West Ham, E, 

1889. Nov. Anson, Frederick Henry, m.a., assoc.m.inst.ce., 15, 

Dean's Yard, Westminster, S, W, 

1891. Oct. Armstrong, Henry E., m.r.c.s., l.s.a., m.o.h.. The 

Health Department, Town Hall, Newcastle-on-Tyne, 
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1891. April. tBousNE, Edward, 256, High Street, CMtmham. 

1889. Jan. JBovbt, William T., Acton, W. 

1889. July. jBowYBB, Harry David, Park Street, Slough. 
1888. Oct. jBoTOB, W., 117, High Street, Pojplar, E. 

1888. Oct. Boyd, Eichard Wade, 105, New Bond Street, W. 
1891. Mar. ^Bbalby, Francis, 18, Woodbine Avenue, Leicester. 
1888. Oct. B&BEZE, John, Poynton Lodge, Wellington, Salop. 
1891. Feb. JBbikdle, Thomas, 12, AghfieU Mood, Chorley. 
1888. Oct. Broad, Clement B., Stamford Brook Lodge, Baveneeourt 

Park, W. 
1891. April. :t:BBOAi)HEAB, S., 24, St. Jamei Street^ ffumherstone 

Gate, Leicester. 

1890. Nov. tBBOOK, John, Albany Place, Stratford-onr-Avon. 
1890. Nov. Beoughtoit, Thomas, Oarston, near Liverpool. 

1890. Nov. $Beown, Edward, Local Board Offices, Burgess Hill. 

1891. April. JBeowk, George William, Serg.-Maj. B.E., 3, Marie 

Hill Villas, Cheltenham. 
1891. Feb. JBhown, John, 8. Paddock, Whitby. 
1888. Oct. :j:Bbowk, E. Eailston, 1, Blenheim Terras, Bridlington 

Quay, Yorkshire. 
1888. Oct. jBaowif, W. E., 19, Havdock Road, Hastings. 

1890. Jan. JBbtan, George John, 4, South Norwood HiU, S.E. 

1891. June. JBubb, John Thomas, '^S, Albert Park, Bristol. 

1888. Oct. BuoHAiT, W. Faton, Fairyknowe, Cambuslang, Lanark" 

shire, N,B. 
1888. Oct BuGKEBiDOB, Walter, 5, Alexander Street, Westboume 

Park, W. 
1888. Oct. jBuGLBB, W. J., Alpha House, Putney. 
1888. Dec. Bubn, Eobert G. N., 24, Charing Cross, S.W. 

1888. Oct. BuBBOUGHS, S. M., Snow HiU, E.C. 

1889. Oct. jBuBSCOUGH, Frederick Peter, 42, Belmont Avenue, 

Blackpool. 

1889. May. JButlaitd, B. J., Town HaU, Brighton. 
1891. Mar. JButlbb, Walter, Fareham, Hants. 

1891. April. jBuBTON, W. H., 59, Avenue Road, North Finchley. 

1890. Apr. 4^BiJTTBBWOBTH, Arthur, Board of Works, Maosey Road, 

Plumstead. 

1889. Feb. JBuiton, Anthony, Carisbroke, Isle of Wight. 

1890. Feb. JCallawat, Albert Henry, Orosvenor Villa Evesham 

Place, Stratford'OnrAvon. 

1891. June. JCabtbb, Alfred, 71, Leighton Road, Kentish Town. 
1891. July. JCabt, Aquilla S., 1, Lily ViUas, New Southgate. 

1888. Oct. jCatten, Joseph H., 32, ExeUr Street, Shane Street, 

S.W. 
1891. Nov. Challonbb, William, Blackpool, Lancaster. 

1889. Apr. JChanet, William H., 36, Essex Street, Strand. 
1891. Nov. JCheshibb, Alfred, 64, Church Street, Ruyeley. 
1889. Feb. JChbiStib, David, 76, Brunswick Avenue, Hull. 

1888. Oct. JClabksoit, Joseph, Churchfield Terrace, Batley, Forks, 

I 
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1889. Jan. tCiJiYToy, 'Mwsrd, Mansfield^ Notts. 

] 890. June. JClifton, Henry Chas., 60, Porchester Boad^ Bayswater. 
1888. Oct. JCOBHAM, C, The Shrubbery, Gravesend. 

1888. Oct. CoBHAM, Q-. K., 3, Edwin Street, Gravesend. 

1890. Apr. jCocKBUEir, Henry Mace, 1, Estelle Eoad, Mansfield 

Road, Gospel Oak, 

1891. Jan. JColb, A. C., 21, West Street, Dorhing. 

1891. July. JCOLLINS, Henry Beale, 16, Little Grosvenor Street, W. 

1891. Dec. jCoLLTBB, C, Uttoxeter, Stafford. 

1891. Nov. jCooK, James, Warton, near Camforth, 

1890. Dec. JCooK, William Gough, 395, Kennington Boad, S.E. 

1889. Peb. jCooPBB, "William George, Sanitary Inspector, Bourne- 

mouth. 

1890. Jan. JCopbstick, George Christopher, 1, Arboretum Square, 

Arboretum Street, Derby. 

1890. Jan. JCobbbtt, Kichard Lawrence, Oahengates, Salop. 

1889. Jan. JCJoedon, Eobert Curtis, Hillside Cottage, Buffield, Derby. 

1891. June. JCobp, James, 16, Harrington Square, N.W. 

1890. June. JCobbick, Alfred. 

1889. Mar. Cottle, Arthur Thomas, Selly Oak, Near Birmingham. 

1890. Mar. Couet, Thomas Henry, 103, King's Boad, Peckham, 

(140, Tanners HUl, Deptford). 

1891. Oct. JCowDEEOT, John Tatem, Kidderminster, Worcester. 

1889. Jan. JCowpee, Joseph, 22, Talma Boad, Bi^ixton. 

1888. Oct. Cowpbb-Coles, Cowper Bickerton, 95, Wigmare Street, 

W. 
1891. Jan. $COiill, George E., 15, Kentish Totvn Boad, N.W. 
1891. June. JCeanb, Joseph, 93, Trafalgar Boad, GorUston, Great 

Yarmouth. 
1891. Feb. JCbane, William Henry, 14, CdUmial Street, Hull. 

1890. June. JCeockee, Thomas William, Vestry Hall, Pancras Boad, 

N.W. 

1889. June. JCeockwbll, George E., 14, Church Street, Bfracombe. 

1888. Oct. JCeoghan, Thomas Andrew, 37, Devonshire Gardens, 

Buxton. 

1891. Mar. JCeonk, Wm. Robert, Cranford House, Cranford, 

Hounslow. 

1890. Feb. tCEOSSE, Hammond William, St. Mary's Cottage, Putney. 
1890. Feb. JCeosslet, James, 1, Maurice Street, Bolton Boad, 

Pendleton. 

1890. Jan. JCeowthee, William Christopher, 51, Hind Street, 

Sf^ckton-on- Tees. 

1891. June. JCulling, James George, The Terrace, Swaffham. 
1891. Feb. jCuLTEE, Thomas Henry, 34, Bradstone Avenue, Folke- 
stone, Kent. 

1891. June. JDale, Duncan, 312, Camberwell New Boad, S.E. 
1891. Dec. Dalton, George, Histon Boad, Cambridge. 

1889. June. JDaltet, John, Sanitary Inspector, Wellington, Salop. 
1888. Oct. JD ablet, George, 49, St. Marks Street, Woodhouse, 

Leeds. 
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1890. May. JDavibs, T. Lane, 1, Albert Square, E. 

1891. June. tDxvfBO^j John Marshall, 93, Malpas Boad^ Brockley, 
1890. June. JDawson, William, 6, BrooTclands Mood, Birkenhead. 
1890. Mar. tI>EA2X, SamxielSaAindeT9^1Iugglescote,A8hby'de-la'Zouch. 
1890. June. JDbb, Thomas George, 17, Orosvenor Road, S. W. 

1888. Dee. Densham, Charles A., 42, WelUngion Boad, St. Johns 

Wood, N. W. 

1890. May. tDiOK, William, KirJcnewUm, Midlothian. 

1891. Dec. JDooKiNG, Frederick Eejnolds, 56, George Street, 

Croydon. 

1889. Apr. Douglas, The Hon. J. Thursday Island, Torres Strait, 

Queensland. 

1890. Jan. Dover, John Henry, 13, King Street, Kensington 

Square, W. 

1891. Nov. jDowsiNG, Alfred, 2, Mawnsys Villas, Romford. 
1889. Jan. JDhakb, W. Medley, Kirhheaton, Huddersjleld. 

1889. June. JDdck, Albert G-eorge, 211, Tooley Street, Horsleydown, 

S.E. 

1890. Feb. JDunbae, David. 

1891. Nov. JDuTHiB, Alexander, 93, High Street, Brechin, N.B. 
1889. Feb. :|:Dyeii, Samuel, 3, Wellington Road, Bridlington Quay. 
1891. June. JDykb, Alfred William, St. John's Wharf, Wandsworth 

Bridge, Fulham. 
1889. Jan. $ Dyson, John Henry, Park Terrace^ Thomhillj near 

Dewshury. 
1891. June. tFABWiCKEB, John Charles, 3, Clarence Terra4^, St. 

Mary^s Grove, Richmond, S. W. 
1889. Mar. JEaston, Charles Joseph, Coombes Croft House, High 

Street, Tottenham. 
1891. Nov. JEcoLBS, William Henry, 98, Kay Street, Darwen. 

1889. Jan. JEdmonds, William H., Vestry Hall, Pancras Road, 

N.W. 

1890. Nov. EnwAEDS, John, 16, Gladstone Street, St. George^s Road, 

S.E. 
1888. Oct. JEmptaqb, Daniel, Dane Hill Sanitary Works, Margate. 
1888. Oct. JEVANS, John Evan, 137, Weston Street, Tooley Street, 

S.E. 

1890. May. JEtington, Charles William, 12, Bridlington Street, 

Hull. 

1888. Oct. JFaibchild, Samuel C. Gt., 569, Wandsioorth Road, 

Clapham, S. W. 

1891. Feb. JFaieby, Alfred Isaac, 5, Tavistoch Street, Covent Garden. 

1890, Mar. Finch, William, 44, Mason Street, Kingston-upon-Hull. 

1889. Jan. JFinohbe, John Gazeley, Aldershot. 

1891. Nov. tFoAD, Cephas, 34, Gough Street, Poplar, E. 

1890. June. JFolland, John Percy, 22, Liverpool Street, King's 

Cross. 
1888. Oct. JFOBDHAM, Wm. Francis, Hampton House, High Road, 

Kilbum. 
1890. May. iFoBBBSTBB, William, Headcorn, Ash ford, Kent, 
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1888. Oct. Fbance, T. W. Chapman, 36, Bristol Bead, EdghasUm. 

1890. Jan. JFulcheb, George, Rural Sanitary District^ Rugby, 

1888. Oct. Gaiedneb, Peop. W. T., m.d., ll.d., The University^ 

Glasgow, 

1888. Nov. JGaednee, C. T., Town Hall, Worthing. 

1888. Oct. JGaeland, Wm., 12, Higher Maudlin Street, Barnstaple. 

1888. Oct. Gass, John Bradshaw, a.e.i.b.a., 19, SUverwdl Street, 

Bolton, 

1889. June. JG^athbecolb, William Henry Joseph, Engineer's Office, 

GuHdhaU, KG. 

1890. Mar. JGibson, John, Health Offices, Mrth Church Street, 

Sheffield. 

1889. Mar. jiGilbeaet, John Joseph, 11 & 12, Little Chester Street, 

Bdgrave Square, W, 

1890. Jan. JGillies, Neill, Lochgilphead, Argyllshire, N.B, 

1891. June. j:Gillespib, Sev. Charles George Knox, 2, Darwin 

Terrace, Derby, 
1891. April. tGoDSALL, Henry John, Park Road, Saltley, Birming- 

ham, 

1888. Oct. jGooDWTN, Arthur Ayde, 34, Church Road, Richmond, 

Surrey, 
1891. Feb. JGk)TTGH, Joseph, 7, Malvern Terrace, St, Faults Road, 

Tottenham, 
1891. Nov. JGbant, Alexander, Town Hall, Chelsea, 

1889. Jan. JGeant, Walter, 18, Gildredge Road, Eastbourne, 

1890. Nov. JGeavbs, Matthew Dodgson, 7i, College Street, Torh, 

1891. July. JGeebn, Edward Albert, 16, Rock Street, Bridgehouses^ 

Sheffield, 
1891. Feb. JGbben, William, 6, Meredith Street, ClerJcmweU, E,C. 

1889. June. JGebenwell, Allan, Surveyor's Office, Froms, 

1888. Oct. Gbibble, Miss Sarah C, II, Willswood Fark, Torquay. 
1891. Feb. JGeigg, William Henry, 21, Tadema Road, Chelsea, 

S,W. 

1890. June. Geinham, Philip Boys, Tichbome Down, Alresford, 

1891. June. JGeivell, Elias James, 10, Salisbury Road, Gloucester, 
1890. June. JGeoom, William Edwin, 117, Wells Strut, Camberwell. 

1888. Oct. JGtinn, Alexander, 123, King Street, Aberdeen, 

1890. Jan. jHall, George Berringer, f.o.s., 10, Waldemar Avenue, 

Fulham Road, 

1891. June. JHaepeb, Frank, 39, Derh/ Road, Northampton, 

1889. June. JHabbison, George, 7, Plymouth Terrace, Humberston, 

Leicester, 

1890. Feb. jHABBisoif, Henry, 6, Beaconsjleld Terrace, West Ken- 

sington. 

1891. Mar. jHABBisoir, Wm. Henry, Health Cffices, Sheffield, 
1888. Octi JHaeeison, Wm. L., 7, Dock Street, Hull, 

1888. Oct. JHaet, W. S., 29, CoUy Hill, Readhig, 
1891. Mar. JHabtnoll, Francis, 49, St, PauVs Road, Burdett Rd. E. 
1891. Oct. JHatton, Charles, 24, Church Street, Hereford, 
1890. Jan. {Hat, Alexander, 56, Ge<yrge Square, Glasgow. 
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1888. Oct. JHbad, Eobert H., 7, Upper Baker Street, N.W. 

1891. Nov. jHiDAPS, William, Junr., 28, Parker Street^ Chorley^ 

Lancashire, 
1888. Oct. HiiABN, Wi^lter, 7, Orwe Terrace, Orove Park, Chit- 

wick, and 27, Mecklenhurgh Square, W,C. 

1888. Oct. ^Hbasns, William, Buenos Ayres. 

1889. June. JHelsdon, Horace, 14, St. Edmunds Terrace, Primrose 

HiU, N. W, 
1891. !Feb. JHeiwbn, Alfred, 37, Joseph Street, Oosport. 
1891. Nov. JHbrbbbt, Harry, 3, Charge Place, Stodcton-^mnTees. 

1890. Mar. }:Hills, Arthur Beginald, 24, Barley Street, Bow, E. 

1888. Dec. JHobbs, W. F., 36, Melbourne Street, Stalyhridge. 
1890. Mar. IHodgbs, Albert, 57, HaU Street, Blakenhall, Wolver- 
hampton, 

1890. May. ^Holland, Percy, Fairstead Cottage, Newmarket. 

1889. June. JHolmbs, William, 43, ThomhUl Street, Wakefield, 

Yorkshire, 

1889. June. :|:^oofeb, Thomas Bowland, BedhiU, Surrey, 

1890. Jan. iRoovj&n, William, 4, Lucas Boad, St, John*s Eoad, 

Penge, S.E. 
1888. Oct. HoBNOASTLB, Henry, Chohham, Woking Station, Swrey. 

1891. Nov. jiHoBNBB, Benjamin Boper, 2, St, Stephen's Terrace, 

West Bowling, Bradford, Yorks, 

1888. Oct. jHoBBOCKS, Joseph, 10, Union Street, Southport, 
1891. Nov. jHoBSMAN, Charles Edwin, 8, Bedford Square, Bishop- 

wearmouth, Sunderland, 

1889. Jan. JHoughton, Bobert Alfred, 5, Springfield Boad, Wim- 

bledon, 

1890. Nov. $HuGHBS, Edward J., 102, Camden Street, Birkenhead, 

1891. Nov. JHuGHBS, Walter, Thompson Street, Bilston. 

1891. April. JHdmphbby, Joseph Paxton, 2, Mark Terrace, Easir 

bourne, 
1890. Jan. JImbib, Henry William, 28, Parry Place, Plumstead. 

1890. Feb. JIngbam, William Jones, Ooldsworth Boad, Woking, 

1891. Dec. JInskip, Frederick Thomas, Delhome, Stoke-on-Trent, 

1890. Feb. Jacob, Oswald, Sanitary Inspector, Feltham, Middlesex, 

1891. Feb. JJackson, Henry James, 4, Com Street, Witney. 
1891. Oct. tJAOKSON, William, Gate House, Shuttleworth, Bury, 
1891. Oct. t Jab VET, George, Town HaU, Salford, 

1889. Feb. JJaspbb, Bobert Wevill, WiihersfieM Boad, HaverhiU, 

Suffolk. 

1890. Jan. JJbllis, John, 188, Uttoxeter Old Boad, Derby, 

1889. July. JJennbb, Bichard Messenger, Parade Boad, Sandgate. 

1891. Feb. JJoHNSON, H. Watts, 103, Oumey Boad, Stratford, E, 

1890. May. JJohnson, John William, 785, Commercial Boad, lAme- 

house, E. 

1890. Nov. JJoHNSON, Joseph Edward, Town Hall, Hull. 

1891. Nov. i Johnson, Matthew, 31, Palmer Street, Jarrow, 
1891. Feb. JJoHNSON, Stafford, 3, Percfy Boad, Leytonstone, 
1891. April. $Jonbs, Charles Bristow, Town HaU, FuXham, 
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1890. June. Jones, John, 40, Sydney Street^ Chelsea, 
1890. Nov. JJoNBS, Julius Morris Wilson, 27, MorningUm Road, 

Bow, E, 

1889. June. JJonbs, William, Cemlyn, DolgeUy, Merioneth, 

1890. Mar, JJoues, William, Gateshead, 

1890. Dec. jJuBT, H. A., North-East Lodge, Chelsea Bridge, Gros- 

venor Road, Pimlico, S. W, 
1888. Oct. JKeal, J., Southview Hill Road, Sutton, Surrey, 
1888. Oct. JKbmslbt, Jesse, 55, Landcroft Road, East JDulwich, 

1891. June. JKbeshaw, Edward Baxter, 115, Wellfield Road, 

Streatham, 

1888. Oct. jKiBLL, John, 103, High Street, Barnstaple. 

1891. July. jKiNG, Albert 8. W., 27, Solon Road, Brixton, S.W, 

1889. Feb. JKino, Frederick William, Heyhridge, Maldon, Essese. 
1891. Feb. jKiEK, John Wright, Ivy Villa, Parle Road, Plumstead, 

1888. Oct. Kite, Charles, 31, Barronsmere Road, East FinMey, 

1890. May. J Knight, Eobert, junr., Dunfermline, Fife, 

1889. Feb. JKnight, William Henry, 5, Selhome Road, Wood 

Green, N, 
1889. June. JI^andee, James, 19, Millhank Street, Westminster. 

1888. Oct. JLapwoeth, J., Vestry Hall, Bethnal Green, E, 

1889. Nov. JLaueib, John, 14, Poplars Avenue, WiUesden Green, 
1889. July. JLaylani), William Thomas, Grim^tone, King's Lynn, 

1891. Nov. JLeae, Charles F. E., AherstoJce, Hampshire, 
1889. Jan. $Lbae, James Walter, 122, Southgate Road, N. 
1889. Mar. J Lee, James, 28, Franchise Street, Rochdale, 

1888. Oct. JLego, S. C, 117, Powerscroft Road, Lower Clapton, N,E. 

1888. Dec. JLbnnox-Claekb, A. 

1891. Feb. JLbwis, Charles, WUham, Essex, 

1889. Jan. JLewis, Arthur, Isham, Wellinghorough, 

1888. Oct. +L1GHTF00T, Thomas, 80, Vincent Square, Westminster, 

1890. May. JLightfoot, William Charles, 20, High Road, KnightS" 

bridge, 

1890. Jan. JLilly, William Gent, 5, Whitcomh Street, W,C, 

1891. Feb. jLiscoMBE, Charles F., 24, Bishop Street, Bristol. 

1890. Nov. JLittle, William, 51, Trafalgar Street, Carlisle, 

1891. July. JLlotd, Christopher, 2, St.Mar^s Terrace, New Bromp- 

ton, Kent, 

1890. Mar. JLock, Or, H., 64, Richards Terrace, Roath, Cardiff, 

1891. July. JLocKE, Walter Bichard, Bedford House, Aylesbury. 
1891. Jan. Longsdon, Ernest M., Surveyor, Llundudno, Carnarvon, 
1891. Nov. jLowET, James, Bradmore, Wolverhampton, 

1889. Jan. JLukes, Arthur Henry, Town Hall, Gravesend, 

1890. Nov. JLUND, Clifton, 2, Arbour Street, Southport, 
1888. Oct. jLuND, Jeremiah, St, Jameses Vestry, Pi^xadilly. 
1888. Oct. jMcDoNALD, A. L., 37, George Street, Gipsy HiU, S.E, 

1888. Oct. Macintosh, James, 38, Langham Street, W, 

1889. July. Mackay, Greorge Archibald D., Inspector of Cleansing, 

Edinburgh. 
1889. Apr. Mackay, James John, 186, Kensal Road, W. 
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1890. Feb. JMaolbn^nan, John, Camock Howe^ Camock, Dunferm" 

line, 

1891. Nov. JMadin, William B., Totun Hall, Leek. 

1891. June. JMagbb, Frederick Walter, Surveyor's Office, Town Hall, 

Tiverton, 
1890. June. ^Maouibb, James, Sanitary Inspector, Huddersjidd. 

1890. May. JMalcolm, Alfred, Clayton, near Manchester. 

1891. Nov. $Mabsdbn, William Edward, 13, Sprinyfield Street, 

Darwen. 
1891. Oct. JMabtin, William, Junr., Qlenhum, Carluke, N.B. 
1891. April. j:Masok, Frederick William, 22, Main Avenue, Bush 

Hill Park, Enfield. 

1890. Apr. Mason, Jonathan, 1, Ghrove Terrace, Grove Boad, 

Leytonsione, 

1891. Feb. JMason, William Allinson, Shildon, near Darlington. 

1888. Oct. $Mathias, H. D., 43, Weldon Street, Walton, Liverpool, 
1891. Feb. JMatthbws, William, Kedleston, Derby. 

1889. Feb. JMay, William H., Inspector's Office, Guildhall, E.C. 
1891. Mar. JMaynb John William, Wimhledon, Surrey. 

1888. Dec. MbbbiIiL, John, Albany Mood, Sheffield. 

1889. Jan. jiMjllabd, William David, 1, Elswick Villas, Bamsgate, 
1891. Oct. iMiLLBB, Henry, The Wilderness, Bracondale, Norwich. 
1891. April. jMiLLS, Walter Shepbard, 38, Chaplin Boadj WiUesden 

Green, N, W, 
1891. Feb. jMiLNB, George, Ballater, Aberdeen, 

1890. Oct. +MILNBB, W., 18, St. PauCs Boad, Preston, 

1891. July. JMiLNBB, Walter, 40, SackvUle Street, W. 

1891. April. jMiNEBS, Eichard Eustace, Board of Works, Poplar, E. 
1888. Oct. jMiNTY, Samuel, The Triangle, Bournemouth. 
1891. Mar. JMissblbbook, Gt. T., Far^m, Hants, 

1890. Feb. Mitchell, Edward, 25, St. Saviour's Boad, Croydon. 

1891. Mar. Mitchbnbb, Frederick Harry, 4, Charles Street, Occford 

Boad, Islington. 

1888. Oct. MoLiNBTJX, Walter Frank Tate, Shifnal, Salop. 

1890. June. tMooDT, Henry Fred, 26, Cavendish Street, Gti Grimsby. 

1891. Feb. jMooBB, Arthur George, Sundridge Workhouse, Seven- 

oaks, Kent. 

1889. Jan. JMobgan, Francis Bobert, 25, Ordnance Bd., St, John's 

Wood. 
1891. April. jMoBBis, G. John, Garden Vale, Athlone. 
1891. April. JMosLEY, Abraham, care of E. Law, County Surveyor, 

Northampton. 
1891. Dec. jMoss, Samuel, Williamson Street^ Tunstall. 

1889. July. JNbttlbton, Charles William, 16, Winchester Terrace, 

Westminster, S.W, 
1891. Mar. ^Nicholas, David, 256, Essea; Boad, Canonbury, N. 
1888. Dec. Nobbis, Joseph, Sunningdale, Surrey. 

1890. Mar. JNobbish, John Thomas, 9, Cuthbert Boad, Brighton. 
1890. May. $Nubcx)MBB, Benjamin, 1, Jasmine Terrace, Wurtemberg 

Street, Clapham. 
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1890. June. jiNutley, Charles Yernon, 13, Datling Eoad, Hammer-' 

smith, 

1890. Oct. tOuTBii, Gh., 14, St. John's Boad, Waterloo, Liverpool. 
1889. Mar. JOllbtt, John Henry, Sanitary Inspector, Eastbourne. 

1889. Nov. Oed, James, 11, Portman Street, W., (41, Upper George 

Street, W.). 

1891. Nov. jOuTBAM, Mason, Dronjield, near STieffield. 

1888. Oct. Palliseb, Christopher, Northallerton. 

1890. Jan. $Palmb», Henry Arthur, P. ff. Office, K Church Street, 

Sheffield. 

1891. June. JPaeamoe, Robert "Walter, 16, 72ancfoZpAG'arc?«n*,i)ov«r. 

1890. May. JPaeham, John, junr., 120, Powerscroft Road, Clapton 

Park, Hackney. 

1891. Dec. Paekinson, Herbert William, 11, Gloucester Road, South 

Kensington. 

1889. Oct. JPaesons, WiUiam, St. Luke's Vestry Hall, City Road, 

E.G. 

1890. May. JPattison, William Phillip, 8, Addis(m St., Sunderland. 

1891. June. ^Peake, Thomas Jones, 61, Wyhunhury Road, WUlaston, 

Nantwich. 
1891. June. Pbaegb, Frederick James, Borough Surveyor's Offi>ce, 

Kingstonr-on^Tham^s. 
1888. Oct. Pbaece, George Edward, Dartford, Kent. 
1888. Oct. JPbaeson, John, Sanitary Inspector, Grace Hill, FoUcC' 

stone. 
1891. June. JPembeeton, Oliver, 273, Wheeler Street, LozeUs, Bir- 

mingham. 
1890. June. itP^^MAN, Edward, 3, Railway St., Newport, MonmautK 

1888. Nov. JPeeey, Arthur, 45, Townshend Road, St. John's Wood. 

1889. June. JPbeei, Walter Harold, 10, Berkeley Avenue, Bishop^ 

ston, Bristol. 

1889. Eeb. JPettit, George Mackness, Frederick VUla, Padua 

Road, Penge, S.E. 

1890. May. JPhillips, Henry, 66, Campden Street, Campden Hill. 

1891. July. jPiiiBEAM, Francis Newcastle, 28, RosaviUe Rd., Fulham. 
1891. Oct. jPooL, Fred., Industrial School, Mayson Street, Black- 

hum. 

1890. Jan. Poole, James, 2, Trafalgar Place, Kensington. 

1888. Oct. iPoTTBE, Ben, Heathfield House, Broadway, Ealing. 

1889. Jan. JPottbe, Thomas Wickford, EstaU Works, Thoreshy 

Park, OUerton, Notts. 
1889. Jan. tPouLSON, Frederick Thomas, 11, Hobury Street, Chelsea. 
1889. Feb. Powell, David Henry William, Surveyor, Pontypool. 
1889. Jan. JPeatt, Joseph, 12, Kirkdale, Sydenham. 
1889. Mar. JPbess, William James, Rose Villa, Abingdon Street, 

Bumham, Somerset. 

1891. Apr. JPeoffitt, John T. 

1888. Oct. Peogee, John L., 11, Cwrtiy-vie Road, Penarth, Cardiff, 

1888. Oct. JEains, Joseph, Kettering. 

1888. Oct. $Ebavell, George, Jun., Alnvnck, Northumberland. 
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1888. Oct. tRiCHABDS, Daniel, Elwyn ViUa, South Molton. 

1890. Apr. jRoBEBTSON, John Shirras, 4, Belmont Street, Aberdeen. 

1890. Jan. iJEobinson, John, 79, Lavender Eoad, Clapham 

Junction, 

1891. July. jEoE, Edward Charles, Junr., Eosenaw, MasweU Park, 

Hounslow, Middlesex. 

1888. Oct. jEoGBBS, Bichard, Maes Helew, Carnarvon. 

1891. June. JRossiteb, Eobert Herbert, 15, Shane Terrace, Sloans 

Street, Chelsea, S. W. 
1891. Nov. Eg WE, William Thomas Ferdinand, Sanitary Engineer, 

41, Old Town Street, Plymouth. 
1891. Nov. jEowLAND, Arthur, 5, Cambridge Street, Hull. 
1890. May. JEuscob, Ernest Henry, 6, Great Castle Street, Regent 

Street, W. 

1889. July. JEydeb, Albert Thomas, Dudley Villa, Foster Hill 

Road, Bedford. 

1889. Jan. JSadleib, Eichard J., 6, Comford Grove, Balham, 

1890. Dec. JSaisb, Alfred John, Fishponds, Stapleton, Bristol. 
1888. Oct. JSalteb, Thomas, 2, King^s Road, St. Leonards-on-Sea. 
1890. May. JSatjndebs, Percy, 46, Jarvis Road, South Croydon. 

1890. June. JSavoby, Charles, 6, Holford Place, W.C. 

1891. Apr. Schneideb, Carl Ferdinand, 14, Cavendish Road, Re- 

gent's Park, N. W. 
1891. Feb. jScoTT, Margaret Eleanor, 133, Abbey Road, South 

Hampstead, N. W. 
1888. Oct. Sedgwick, Sydney, 10, Mortimer Street, Cavendish 

Square, W. 
1891. Nov. JSekiob, John Sidney, 3, QueerHs Road, GosporU 
1888. Oct. Sevenoaks, William, Acre House, Windsor. 

1888. Oct. JShadbake, W. A., 8, Hind Street, Stainsby Road, 

Poplar, E. 

1890. Feb. JShaw, Peter, Selham Cottage, Selham, Petworth, Sussex. 

1891. Feb. JShaw, W. B., 19, Newcomen Road, Wellingborough. 

1889. Jan. JSheldon, W. E., The Croft, Wantage, Berks. 

1888. Oct. JShobb, Ambrose J., 68, Adys Road, East Dulwich. 

1889. Apr. JShobt, James Allen, Sanitary Department, Wigan. 
1891. Nov. JShufflebotham, William, Roche House, Weston Street, 

Leek. 

1889. Apr. jSiDWELL, Henry Thomas, Elm Cottage, Heme Bay, Kent. 
1891. July. JSiMMONS, Edward John, 80, Paulet Road, CamberweU. 
1888. Oct. jSiMMONS, Nimrod, Glendale, Clifton, Bristol. 

1890. Jan. JSimpson, John Thomas, 28, King's Road, Peckham. 

1890. May. JSimpson, John, 30, Belmont Street, Aberdeen. 

1891. Nov. SiNCLAiB, Professor William A., m.d., a.m., Howard 

University, Washington D.C., U.S.A. 
1891. Feb. JSmall, Walter Herbert, Station Road, St Dunstans, 

Canterbury. 
1888. Oct. JSmith, George Allen, Vestry Hall, Hampstead. 
1890. June. JSmith, Joseph Sidney, 73, Elm Park, Bria^ton Hill, S. W. 
1890. Nov. Smith, Sydney, Dorset Cottage, Hastings Road, BexhiU. 



138 ASSOCIATES. 

1891. June. JSmith, Warren B., 66, College Street^ Chelsea. 

1890. June. JSmith, W. H., 60, Alma Vale Road, Clifton, Bristol. 
1888. Oct. jSoPEB, Henry Charles, 108, Park Street, Camd.en Town, 

N.W. . 
1888. Oct. jSoBTWELL, W., 14, Retreat Place, Paragon Road, Hade- 

ney, E, 
1888. Oct. SouTHPOET, The Mayor and Corporation of. 

1891. Feb. JSpenoee, Julius, 6, Lord Street, Keighleg. 
1888. Oct. JStanlet, A. W., Newington, Hull. 

1888. Oct. JSteers, George, 21, Brereton Road, Bedford. 

1888. Oct. IStevbnson, John, /S^urveyor's0^e,jBflw< JfoZe«ey,^tirr«y. 
1891. Feb. tSroLLEBY, William, Dust Depot, Culvert Road, Bat- 
ter sea. 

1890. Apr. Steatfobd, George Wilkin, 126, Vauxhall Street, 

Upper Kennington Lane. 

1889. Apr. JStbutt, Thomas Frederick, 6, Tamstoeh Street, Covent 

Garden, W.C. 

1890. Feb. JSuthebland, Walter, 8, Voelas Street, Liverpool. 

1890. Nov. jSuTTLE, Alfred, Manor Square, OtUy. 

1891. Dec. tSwiTZEB, Sidney A., 9, Derby Street, Oray^s Inn 

Road, W.C. 

1890. Nov. JStdenham, Sydney, 37, Broad Street, Bath. 

1889. Jan. JTait, James, Roslyn Place, Dean Street, Kilmarnock. 

1889. Jan. JTate, William, 29, Kenilworth Road, Kilhum. 

1891. June. JTatlob, Albert, Vestry Hall, Mount Street, W. 
1891. Nov. JTatlob, Harry William, Ibstock, Ashby-de-la-Zoueh. 

1890. Nov. JTaylob, Henry Thomas, 10, Higham Street, Everton, 

Liverpool. 

1889. Jan. JTatlob, tfames, 17, Oxford Street, Hereford. 

1890. May. JTaylob, James, 10, Mount Pleasant, Waterloo, Liver- 

pool. 

1889. Jan. it'I^s^^^B* William Herbert, Scarborough. 

1890. May. JThomas, George. 

1888. Oct. :^Thomas, Thomas, 4, Chandos Road, Redland, Bristol. 

1891. Feb. JThomas, Thomas F., 32, West Square, St. George's 

Road, Lambeth. 

1888. Oct. JThomas, W. K., 16, Berkeley Place, Clifton, Bristol. 

1890. Oct. Thompson, Bernard H., Royal Engineers' Office, Windsor. 

1891. July. JThompsoit, Balph, 29, HaU Hill Bank, Hexham. 
1890. Nov. JThobklbt, William Frederick, 6, Napier Villas, Napier 

Road, Southsea. 

1 889. Feb. :J:Thobpe, James, Hobson House, Tytherington, Macclesfield. 

1890. June. JTomkins, Alfred, 62, Church Street, Camherwell. 

1891. Nov. JTOMKTS, F. L., Yeovil, Somerset. 

1890. Nov. JTbigg, Henry John, Martock, Somerset. 

1891. July. JTeowsdalb, Tom James, 12, Leyboume Terrace, 

StochUm-on- Tees. 
1888. Oct. TucKEY, Gwrge F., 47, Milk Street, Bristol. 

1890. June. JTubisteb, Alfred, 33, Wwdsvoorth Road, Penge. 

1891. Mar. JTwaits, James, 21, Latham Street, Poplar, E. 
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1890. Dec. Vbasbt, Thomas Frederick, assoo.m.inst.c.e., care of 

0, H, Veaset/, Bridge House^ Huntingdon. 

1891. June. J Vincent, George Edwards Bussell, 55, Mayfield Road, 

Dalston, 
1891. Mar. JWaddington, Thos. W., 8, Albert Street, Padiham. 
1890. June. ^iWalkeb, Francis, 23, Woodstock Road, Shepherd's 

Bmh, W, 

1888. Oct. Wallace, Miss J., 6, Hyde Park Gardens. 

1889. Nov. Wallas, Irwin Clarke, 37, Torhay Road, Wilhsden 

Lane, N. W. 

1890. Nov. Wallis, Thomas Wilkinson, Surveyor, Louth, Lincoln, 
1890. May. JWansbeough, Cecil Shartman,-4rKn5rton Villa, Barrow- 

in-Furness, 
1888. Nov. Watts, George Nelson, 147, High St., NoUing Hill, W. 
1890. Jan. JWatts, Gerald, Local Board of Health, St. George^ s, 

near Bristol. 
1890. Feb. J Watts, William Frederick, Bitteme, Southampton. 
1888. Oct. JWebb, James A., Town Hall, Fidham. 
1890. Nov. J Weeks, Alfred James, 140, Lavender Hill, Clapham 

Common. 
1888. Oct. t Wells, G. F., 37, Prospect Street, Hull. 

1890. Dec. Wheeleb, John, m.d., 36, Oxford Road, KUbum, N.W. 

1891. Feb. $ White, William Owen, 8, AlheH Street, Banfmry. 
1891. June. JWhittome, Philip Alfred, The Chestnuts, Rothesay 

Road, Bedford. 

1888. Oct. jWiLKiNSON, W., Ford Street, Derby. 

1890. Nov. jWiLLBOND, George Baines, Guildhall, Nottingham. 

1891. Mar. Williams, Llewellyn A., 80, EasUm Street, High 

Wycombe. 

1889. Mar. t Wilson, Charles Turle, 37, Bumey Street, Greenwich, 

S.E. 
1889. June. JWilson, John, Tovim Hall, Kensington. 
1889. July. jWiLSON, William, Grasington Terrace, South Shields. 
1891. Feb. JWiNDLB, Thomas, 8, Tennis Street, Bwnley. 

1888. Oct. jWiNSEB, F. Sawyer, 52, Buckingham Palace Road, S. W. 

1889. Apr. jWiNTEB, Edward, 19, Kivig's Gardens, W. Brighton. 
1891. July. tWooD, Charles Bruce, 37, Irene Road, Parsons Ghreen, 

S.W. 
1889. Jan. JWood, Peter, 177, Ashmore Road, Paddington. 
1889. July. Woodcock, Henry, 16, Steelhouse Lane, Birmingham. 
1891. Nov. jWooDESON, William, la, Charles Street, Pendleton, 

Manchester. 
1891. Mar. JWoodhouse, Tom, 25, Worsley Road, Leytonstone, E. 

1889. Mar. JWoonton, James, 64, Anthony Street, E. 
1891. July. jWoBBALL, Ernest, 64, Rappart Road, Seacombe. 

1891 . Nov. jWoBBALL, William Henry, 208, High Street, Harbome. 

1890. May. JWback, Thomas Philip, 15, Great Alie Street, White- 

chapel. 
1889. Jan. ^Weight, John, Junr., 3, Surbiton Park Terrace, King- 

ston-on- Thames. 
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PREFACE. 



THE PARKES MUSEUM was founded at a meeting presided over 
by Sir William Jenner, Bart, m.d., f.r s., on June i8th, 1876, in 
memory of the late Edmund Alexander Parkes, who was the first Professor 
of Hygiene in this country. He was appointed to the Army Medical 
School, established in i860, by the late Lord Herbert of Lea. 

Her Majesty the Queen and other members of the Royal Family were 
among the first subscribers to the funds of the new- Institution. 

In 1877 the Council of University College placed commodious 
galleries at the disposal of the Committee of the Museum. These galleries 
were soon filled with objects illustrating various branches of the Science 
of Hygiene, and, on June 28th, 1879, the Museum was formally opened to 
the public by the Right Hon. Sir R. A. Cross, g.c.b., Secretary of State 
lor the Home Department. 

In 1880 a public meeting was held at the Mansion House, under the 
presidency of the Lord Mayor, in support of the Museum. This meeting 
led to a considerable increase in the number of subscribers, and several of 
the City Companies contributed to the funds of the Museum. A second 
meeting was held in 1885. 

In i88t, on the occasion of the meeting of the International Medical 
Congress in London, the Committee of the Museum organised the Inter, 
national Medical a:nd Sanitary Exhibition, which was held at South 
Kensington, in the buildings of the Commissioners of 185 1. This Ex- 
hibition was the first of its kind in London, and was the precursor of the 
great Health Exhibition of 1884. 

In 1882 the Museum was incorporated, and His Royal Highness the 
late Duke of Albany became its first President. As, however, the Council 
of University College now required, for other purposes, the Galleries they 
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had lent to the Museum Committee, it became necessary to make new 
arrangements for housing the collection, which had, by this time, consider- 
ably increased. The Museum was accordingly removed to the new 
premises in Margaret Street About ;£^i,5oo were expended in adapting 
the premises to the requirements of the Museum, the drainage and 
other arrangements of the building being especially designed and con- 
structed so as to be available for teaching purposes. 

In 1883, on the 26th of May, the President, His Royal Highness the 
Duke of Albany, opened the Museum in its new premises and delivered 
an address, of which the following were the concluding words : " Our 
endeavour will be to make the Parkes Museum in every way worthy of the 
man whose name it bears. To do this, we look for the ungrudging and 
cordial support of all who are interested in sanitary progress. If such 
support be accorded us we may fairly hope that the Museum will help 
materially in the dissemination of that branch of knowledge which, in the 
words of Dr. Parkes, aims at rendering growth more perfect, decay less 
rapid, life more vigorous, and death more remote." 

The first year during which the Museum occupied its new premises 
was mournfully marked by the death of its President, an event which 
was a serious blow to the progress of the Institution, for His Royal 
Highness had the interests of the Museum deeply at heart, and spared 
no effort to render it worthy of the objects for which it was established. 

A large number of Practical Demonstrations and Lectures have been 
given from time to time in the Museum. 

In 1886 courses of training Lectures suitable for Students preparing 
for the Examinations of the Sanitary Institute were established and carried 
on with great success. 

On August, 1888, the Parkes Museum was amalgamated with the 
Sanitary Institute of Great Britain and incorporated under the title of The 
Sanitary Institute, the Memorandum of Association providing for " The 
maintenance in London, or elsewhere in the United Kingdom, of a 
Museum of Hygiene to be called the Parkes Museum, to aid in the 
Scientific investigation and practical study of all matters relating to health 
and the laws thereof, and subject to sub-section (e), as a permanent 
memorial of the late Edmund Alexander Parkes, m.d., f.r.c.p., f.r.s." 

The Museum has considerably developed, and a handsome donation 
from Mr. Rogers Field, m.inst.ce., has enabled the Council to produce 
this catalogue and to make considerable re-arrangement of and addition 
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to the exhibits. A sketch plan of the Museum is given in the catalogue 
shewing the position of the various classes of exhibits. 

The Museum is open free to the public from lo a.m. to 6 p.m., and 
on Mondays from lo a.m. to 8 p.m. 

The whole purpose of the Museum is to serve as a means of practical 
demonstration and teaching for Sanitary Science, and is not designed as an 
attractive Exhibition. Many of the exhibits are introduced to illustrate 
defects in material or construction, others are selected to illustrate rather 
the class they represent than any special merits of any one particular make, 
but for the guidance of those seeking such information a pamphlet is 
published containing a list of appliances which have been approved by the 
Judges, and premiated at the Exhibitions held under the auspices of the 
Sanitary Institute. 

The size and scope of the present building is far below what is felt 
to be desirable, and even necessary, for the complete demonstration of 
practical Hygiene, but as the Museum is not in any way subsidised by 
the State, and is supported entirely by the donations and subscriptions of 
private members, the Council are much encouraged by the progress already 
made, and hope that in the future it may grow into a still more useful 
and representative Institution. 
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MOTE. 

The Exhibits placed in the Museum are selected for 
their utility for the purpose of demonstrating and teaching 
Sanitary Science, and it does not necessarily follow that 
all the arrangements and appliances are good, some bad 
forms being exhibited to illustrate certain principles. 
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CATALOGUE. 



DIVISION A. 

SCIENCE IN RELATION TO HYGIENE. 

THIS DIVISION INCLUDES THE FOLLOWING : 



Anthropology. 
Bacteriology. 
Chemisiry. 
Demography. 

Geology. 



Medicine (Preventive). 

Meteorology. 

Microscopy. 

Physics. 

Physiology. 



1 Gas Gau^e (Sugg's), for indicating the pressure of gas. 

2 ThermometeF, in metal case, indicating up to 220** Far. 

3 Floating TheFmometer, used for indicating low temperatures of 

liquids, such as milk. 

4 Spirit Level, ordinary 

5 Pressure Gauges, used for testing purposes. 

6 Gradient Indicator, Adjustable (Moss Flower's), for laying drains 

sewers, &c., at any required fall, used in conjunction with a long 
straight edge. T, J, Moss Flower, 

7 Creamometer, for indicating the percentage of cream raised from 

milk. Thos, Bradford and Co, 

8 Laotometer, for testing the specific gravity of milk. Thos, Bradford 

and Co. 

9 Pyrometer (Bailey's), for indicating temperatures of air, used for 

testing gas stoves, disinfecting apparatus, &c. 

10 Pyrometer (Cassella's), for indicating temperatures of air, used for 

testing gas stoves, &c. 

1 1 Measure, Imperial Quart, used for testing purposes. 

12 Stop Watch, used* for testing purposes. 

13 Gas Meter, specially designed for testing purposes, indicating the 

smallest quantity of gas used. 

M Equipment for Ordinary Meteorological Station. 

A. Copper Rain Gauge, " Snowdon pattern," 5-inches in dia- 
meter, with a deep funnel for the collection of snow. 
This is usually placed with rim of the funnel one foot 
above the surface of the ground, preferably on grass. 

Note. — The names of the donors are placed in italics after the description of each 
Exhibit. 
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B. Measuring Glass, into which the contents of the gauge are 
poured. The highest graduation marked 50 on the glass 
representing .50 or J an inch of ;rain over the surface of 
the funnel. 

c. Stevenson's Thermometer Screen, for protecting thermo- 
meters from direct or reflected rays of the sun, and from 
wind. This should be placed on legs so that the thermo- 
meters are four feet above the ground, and with the door 
of the screen facing north. 

D. Seif-Registering Maximum Thermometer. A small quantity 

of air is introduced in the column of mercury, which 
separates about two inches of the column This separated 
portion is pushed up when the temperature rises and 
remains at its highest point until shaken down by hand. 

E. Self-Registering Minimum Thermometer. A small black 

index is placed in the column of spirit, which is drawn 
down as the temperature decreases, but with an increase 
of temperature the spirit passes and leaves it in position. 

F. Dry and Wet Bulb Hygrometer, tor ascertammg the 

humidity of the air ; one bulb is exposed directly to the 
air, the other is covered with a piece of muslin, which is 
kept damp by a small lamp wick. The evaporation from 
the muslin cools the thermometer more or less according 
to the rapidity of the evaporation, and the rate of the 
evaporation depends upon the humidity of the air, so the 
difference of temperature between the two thermometers 
shows the humidity of the air. Z. Casella, 

15 Sanitary Institute Bronze Medal. The highest award given by 

the Institute for articles adjudged to be of special merit by the 
appointed judges at any of the Institute's Exhibitions. 

16 Sanitary Institute Exhibition Certificate (framed), showing the 

form of certificate awarded by the Sanitary Institute for articles of 
merit exhibited at any of the Institute's Exhibitions. 

17 Sanitary Institute Certificate for Domestic Hygiene. Lectures 

for Ladies. 

18 Sanitary Institute Examination Certificate (framed), showing 

the form of certificate presented to candidates, who, on examina- 
tion by the appointed examiners, satisfy them of their competency 
to undertake the duties of Sanitary Inspectors or Local Surveyors. 

19 Demonstration, Models. "The Hygiene Cabinet," containing 

specimens, apparatus and models of sanitary appliances for teaching 
the general principles and practically demonstrating lectures on 
Hygiene and Sanitary Science. Chas, Campbell. 

20 Demonstration, ModeL Designed by W. H. Knight. A working 

model in glass representing two closets, soil pipe, house drain, 
intercepting trap, and drain to sewer. Designed to illustrate 
several points in reference to ventilation and trap siphonage. 
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DIVISION B. 

HYGIENE OF SPECIAL CLASSES, TRADES 

AND PROFESSIONS. 

THIS DIVISION INCLUDES THE FOLLOWING : — 



Schools. 

Various Trades and Manufactures. 

Hospitals. 

Prisons. 

Barracks and Camps. 

Ships. 

Workhouses and Asylums. 



Artizan Dwellings. 

Municipalities. 

Burial of the Dead, Cremation and 

other means of disposal. 
Prevention of Accidents. 
Prevention of Fires. 



30 Dwellings for Artizans, Three-roomed (two plans) showing separate 

street entrances, yards, and scullery. Ml If. Judge. 

31 Model Dwellings (plan and elevation; as erected at Walworth. Thos, 

Chatfield Clarke^ f.r.i.b.a. 

32 Hospital, Lying-in, Madras (plan and elevation). R. Chisholm, 

F.R.I.B.A. 

33 Torquay (aerial perspective map), with photographs showing principal 

physical and architectural features, climatic tables, and details of 
sewerage and water supply. 

34 Drawings classified in groups, mostly saved from the fire of the 

Twickenham Museum, as collected and presented by T. Twining, 

These drawings are collected in the following Folios — 

Folio A. — Homes, Asylums and Hospitals : The Chalmers Hospital, 
Banff; Hospital Lariboisiere, Paris ; Hospital, Bordeaux ; Lunatic Asylum, 
Brentwood ; Hotel Dieu, Paris ; Military Hospital, Vincennes ; Hospital for 
the Insane, Coton Hill, Stafford ; Woikhouse, Oxford ; Lunatic Asylum, 
Cumberland ; Infirmary, Swansea ; Jefferson Medical College Hospital ; the 
Herbert Hospital; Design for small hospital; Royal Victorian Hospital, 
Netley ; City of Glasgow Hospital, Belvidere ; Hospital, Ville de Montpellier. 

Folio B.— Drinking Fountains, Baths and Washhouses: Map of 
Metropolitan district, showing positions where drinking fountains had been 
fixed up to date ; Number of drawings showing elevations of various drinking 
fountains and cattle-troughs ; Plans and details of projected Public Baths 
and Lavatories for Brussels ; Two drawings of Baths and Washhouses erected 
in the City of Glasgow. 

Folio C. — House Top Utilisation : Showing various drawings to illustrate 
Dr. Dobell's scheme for utilising the roofs of houses as airing-grounds. 

Folio D. — Artizans' and Labourers' Cottages : The Salopian Societies, 
Model Cottages ; Cottage designs, by Baxendale ; Labourers* Cottages, 
Leeds ; Model Dwellings, Pelham Street ; Workmen's Dwellings, Sal- 
taire ; Three- Roomed Dwellings ; Pairs of Cottages ; Cottage, Highgate, 
Photograph ; Model Houses for Four and Eight Families, erected by 
Windsor Royal Society ; Scotch Bothy ; Triple Cottages ; Specifications 
for Cottage Construction ; Design for Cottages in rows ; Designs from 
*'Builder°' ; Thirty diagrams of Cottage Building; Copley Village; 
Houses adapted to Towns ; Lodging House ; Model Houses for Four 
Families ; Single and Double Cottages ; Noel Park Model Estate. 
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Folio E. — Peabody and other Dwellings for the Working Classes : 
Columbia Square; Westminster Working Men's Club and Lodgings ; Model 
Dwellings, Fulham ; GatliflF Buildings ; Peabody Square, Islington ; Thanks- 
giving Buildings, Port-pool Lane ; Peabody Buildings, Shoreditch ; Peabody 
Square, Westminster ; Peabody Buildings, Commercial Street ; Incestre 
Buildings ; Nelson Street Buildings, Bermondsey ; Spicer Street Buildings ; 
St. Pancras Buildings ; Model Dwellings, Bellorini ; Sharpe's Design ; The 
Mall, Kensington ; Battersea Park Buildings ; King's Cross Buildings ; 
Emperor's Design ; Northumberland Buildings, Liverpool ; Family Houses, 
St. Pancras. 

Folio F.— Model Lodgings : St. Ann's Court, Soho ; Kingston-upon- 
Hull ; Two Specifications ; Albert Street Chambers ; Glasgow (two 
drawings). 

Folio Q. — Educational Buildings : Merchant Venturers' School ; Wedge- 
wood Memorial, Burslem ; Warehousemen and Clerks' School ; Finsbury 
District Schools ; Merchant Taylors' School ; The Godolphin Schools, 
Hammersmith ; Hartley Institute, Southampton ; Industrial School, Eltham ; 
The Real School, Ofen, Hungary ; The Faversham Institute ; Public Hall 
(Soane's Prize) ; Schools, Walworth ; Guards' Institute, Pimlico. 

Folio H.— Educational Buildings : WallrafF Museum, Cologne ; Hall- 
field School, Bradford ; Field Lane Ragged School ; St. Giles' National 
School ; St. Mary's College, Harlow ; Schools, Lambeth ; Baptist College, 

Rawden ; Orphanage, Broad stairs. 

Folio J. — Suburban Dwellings : Edinburgh Co-operative Buildings ; 
Metropolitan Association Buildings ; Improved Dwellings, Yorkshire ; 
Artizans' Dwellings, Halifax; Labourer's Dwellings, Leeds ; Akroydon 
Houses ; Cottages, Sharpe's ; Labourer's Dwellings, Leeds ; Model 
Buildings, Pentonville ; ** Four-family " Cottages ; Shaftesbury Pai*k Estate ; 
Mechanics' Houses, Edinburgh. 

Folio K. — Foreign Buildings : Campo Santo ; Baths, Wien ; French 
Model Dwellings ; Working Men's Dwellings (Beaucourt) ; Telegraph 
Office French, 

Folio L. — Crematoriums : Siemens, English Pattern ; Gorini, design ; 
Lodigiano, design ; PoUi Clericette, design. 

Folio M. — Plans of Manholes and Service Reservoirs : A series of 
drawings from designs by Sir Robert Rawlinson ; Plans of Baths, W.C., 
and drainage by H. P. Holt, Assoc, m.inst.c.e. 

Folio N. — House Sanitation : A series of drawings and plans. W, P, 
Buchan, 

Folio O. — House Sanitation : A series of drawings and plans. P. F 
Comber^ c.E. 

Folio P. — Thames Embankment (Drawings) : A complete set of contract 
drawings, including plans, elevations, sections, and details of the Embank- 
ment on both sides of the river, designed by the late Sir J. W. Bazalgette, 
C.B. Metropolitan Board of Works, 

Folios Ct. R. S. — Main Drainage. Metropolis. (Drawings) : A com- 
plete set of contract drawings, including plans, elevations, sections, and 
details of the following works in connection with the main drainage of the 
Metropolis, as designed by the late Sir J. W. Bazalgette, C.B., including: 
South side Low-level Sewer ; Southern Out-fall Works, Buildings, and 
Engines ; North side Low-level Sewer ; Northern Out-fall Reservoir ; Abbey 
Mills Pumping Station, Buildings, &c. ; Western Pumping Station, 
Buildings, &c. Metropolitan Board ^ Works, 

Folio T. — Ventilation of War Ships : A series of drawings of H.M.S. 
"Agincourt," ** Victor Emanuel," "Dreadnought," and Indian Troop 
Ships, on a large scale, illustrative of the System of Ventilation carried 
out on these vessels. The Lord Commissioners of the Admiralty, 

Folio XJ.— Ventilation of Public Buildings. 



( 15 ) 

Prisons. 

35 Conviot Prison (model) (near platform)^ showing bath rooms, 

latrines, &c. This building (of which one half only is shewn in 
models containing 64 baths, 66 latrines, and four rooms above them 
was built by convict labour at the cost of ;£^93o — the cost if erected 
by contract is estimated at ;;^ 1,3 50. 

36 PentonYille Conviot Prison (model), shewing ventilation air shaft 

and furnace, furniture fittings, gallery, hand labour mill and means 
for supervision. 



Prevention of Accidents. 

50 Lamps, for use in mining operations. 

5 1 Do^ Muzzle, wire netting. 

52 Pole Crab (Weekes's), for facilitating the release of a fallen horse. 

John Weekes, 

53 Fire Escape (T. J. Spencer). Two photographs, showing apparatus 

closed for travelling, and extended for use. 7! J, Spencer, 

54 Respirator, with protection for the eyes to enable the wearer to enter 

a room filled with smoke or noxious gasses. 

55 Reversible Window (Millar's), for enabling the cleaning of both 

sashes to be done safely from inside. Miliar' s Reversibie Window Co, 



Prevention of Fire. 



70 Hand Grenade. " The Harden Star," for use in the early stages of 

a fire. Harden Star Hand Grenade Co, 

71 Fire Extincteurs. Two specimens (small and large) charged and 

placed in accessible positions in Museum. Haslam Fire Extin- 
guishing Co, 

72 Concrete Door, fire-proof. Fixed between Museum and Libraiy 

Lascelles and Co, 

Fire-proof Flooring (see Nos. 230-1-2). 
Fire-resisting Slabs (Kitchen's), (ste No. 256.) 
Slag Felt Fireproof (see No. 149). 
Expanded Metal for Plaster (see No. 109). 



Burial of the Dead, and Cremation. 

80 Crematorium (model), showing the construction of the first crema- 

torium erected in England in modern times. J, C, Leachj m.d. 

81 Crematoriums (Diagrams in folio L), showing designs by Siemens, 

Gorini Lodigiano, Polli Clericette, and an English system. 

82 Bier. Diagram and description of model bier. S, Stretton, 
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DIVISION C 

CONSTRUCTION and SANITARY APPARATUS. 



CLASS L— BUILDING MATERIALS, CONSTRUCTION, AND 

MACHINERY. 

Exhibits in this Class are restricted to articles which by their 
construction or in their composition have some bearing on health. 

THE CLASS IS ARRANGED UNDER THE FOLLOWING SUB-HEADS: — 



Construction. 
Materials. 

Damp-proof Courses. 
Paints and other Protectives. 
Wall Papers and Coverings. 



Floorings. 

Decorative Materials. 
Machinery and Mechanical Ap- 
pliances. 
Laundry Appliances. 



Construction. 

loo Window and Door Construction (full sized model), used as an 
exhibition case in corridor, showing patent sash fastener and 
opener, accessible sash weights, door fastening and ventilation, 
and adjustable shelf support for bookcases. Messrs. Tonks and Son, 

loi Window Construction (model). Showing arrangement adopted at 
St. George's Hospital for Scullery. The Committee of Management 
of St, George's Hospital. 

1 02 Window Construction (model). Illustrating the arrangement 

carried out at the Middlesex Hospital. The Committee of Manage- 
ment of the Middlesex Hospital. 

103 Window Construction (model). Showing the method adopted at 

St. Thomas' Hospital. The Committee of Management of St, 
Thomas' Hospital. 

104 Window Construction (model). Illustrating the arrangement 

carried out at Guy's Hospital. The Committee of Management of 
Guy's Hospital. 

105 Window Construction (model). Window and cupboard beneath, 

as fixed in the Grocers' Company's wing of the London Hospital. 
The Committee of Management of the London Hospital. 

106 Window Construction (model), with double panes of glass to 

prevent the conduction of sound, and to maintain an even 
temperature. 

107 Window Construction (model). Wadmore and Baker, 

108 Hollow Wall Construction (two specimens) designed to prevent 

dampness. G. E, Prichett, f.s.a. 

109 Expanded Metal (models and specimens), showing methods of fixing 

the metal, with plaster applied. British Metal Expansion Company, 
Limited. 

Ill Door, Spring (model). 
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112 Door with Equilibrium Action (modt^l). 

113 Door Lock (model). An enlarged section showing simple push and 

pull action, fo^h, Kaye and Softs^ Limited, 

114 Lock, " push and pull." Fixed on Library door. /. Kaye and Son, 

115 Coal Plate, with self-locking fastening. Hay ward Bros, and Eckstein, 

116 Ventilating Lid, Duplex (model) for Water Closets and Sinks. When 

shut down the space below the lid is opened to the ventilating flue 
that runs up the wall to the top of the building, but when the lid 
is raised it closes the opening to this flue. H, Saxon Snell, f.r.i.b.a. 

117 Ash Pan, Improved Tipping (model). The contents of pan cm 

be periodically collected from outside, thus obviating the necessity 
of the dustman entering the premises where the yard is bounded 
by a public road. Holme c^ Arveschou^h^s Patent, 

Brick Wall Construction {see No. 180). 

House Drainage. Full size model, showing soil pipe, drain, and 
intercepting chamber construction {see No. 490). 

Drainage of Museum, with plans of same {see Nos. 491-3). 



(^0 Materials. 

130 Glaze i Bricks, several specimens of glazed bricks in various colours 

and two specimens of dados built up. Cliff and Sons. 

131 String Courses (several specimens). Stiff and Sons. 

132 Terra Cotta (two balusters), red. Stiff and Sons. 

133 Terra Cotta Cornice, fixed. Doulion and Co, 

134 Concrete (two balusters), red and green. Lascelles and Co. 

J 35 Stoneware (two keystones) made in salt glazed stoneware. Stiff and 
Sons. 

136 Fire Clay (glazed), several specimens of glazed fire clay, kerbs, 

mouldings, and cornices. Doulton and Co. 

137 Bracket and Cornice in Glazed Terra Cotta. Cliff and Sons. 

138 Iron Wall Ties, for bonding hollow walls (six specimens). Chambers 

and Co. 

139 Sand, Lime and Cement (in glass case). Various specimens used in 

the preparation of concrete, mortar, cement and plaster, including 
sand, ballast, coke breeze, gravel, Portland cement, limes, mortar, 
concrete, hair, Parian cement, plaster of Paris. Broad and Co. 

140 Building Bricks (specimens of), Pressed Brick unglazed, ditto glazed. 

Red Placing, Red Pavior, Red Berkshire Kiln-burnt, Red Rubber 
Berkshire ditto. Blue Pressed Staffordshire, Fire Brick Stourbridge, 
White Facing Suffolk, Malm Facing Bucks (clamp burnt). Picked 
Cowley Stock (clamp burnt), Gault Pavior, Brimstone Pavior (Suffolk- 
kiln), Building Pavior (clamp burnt). Rock Huff Facing Flintshire, 
Washed Stock, Grey ditto. Rough ditto. Place, Grizzles. Broad 
and Co, 



( 18 ) 

141 Stoneware Bricks. Stiff and Sons. 

142 Glazed Stoneware Bricks. Candy and Co. 

143 Terra Cotta Bricks. Candy and Co. 

144 Hollow Wall Tie Bricks. Geo. Jennings. 

14s Paving Bricks, Blue Stable Pavior 8 panels, ditto 2 panels, ditto 
diamonds, Adamantine clinker, Lincolnshire. Broad and Co. 

146 Silicon Treads (two specimens) round and square nosing. Doulion 

and Co. 

147 Air Bricks (several specimens) in various materials, and in a variety 

of sizes, including stoneware, terra cotta and fire clay. 

148 Marbles (four specimens) of Irish marbles (in frame in front of 

platform). R. Colles. 

149 Non-Conducting Slag Felt (in glass case on table in centre of hall) 

for insulating fire and sound proofing, and for proof against vermin 
C Baatsch. 

150 Japanese Appliances and Materials, including specimens of 

bricks, roofing tiles, channel pipes, shingle for roofing purposes, 
soaps, paper and several models of walls for interior and exterior. 
Models of folding screens, water pipes, brushes, urinary tub and 
domestic utensils* The International Health Exhibition Committee. 

151 Hearth Tiles. Specimens of tiles laid for hearths. Webb and Co. 

152 Hearth Tiles and Fender Kerbs. Fixed in fire place on platform. 

Doulton and Co. 



Damp-Froof Courses. 

170 Concrete Slab and Cappings. The Eureka Concrete Company. 

171 Damp-proof Coarse, glazed stoneware. Doulton aftd Co. 

172 Damp-proof Course, glazed stoneware. Stiff and Sons. 

173 Impervine Slab for damp-proof course, y. C. Bloomfield. 

174 Concrete Slab with polished Mosaic surface. C. Drake and Co.^ Ltd. 

17s Asphalte Roof (model) laid |in thick in two layers of \ inch each, 
with flashing to brick-work and angle fillets. Val de Travers 
Asphalte Paving Company^ Limited. 

176 Asphalte Floor for basement (model), including damp course in wall, 

and vertical covering to outside face of same, to withstand pressure 
of water in wet situations. Val de Travers Asphalte Paving 
Company^ Limited. 

177 Roofing Slates often used as a damp-proof course. 

178 Willesden Paper for under-lining damp walls. Willesden Paper O. 

179 Hygeian Rock Composition (model) showing method of application 

and illustrating the damp-resisting qualities. W. White. 
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i8o Damp Proof Courses. Four models, built with bricks (one-eighth 
ordinary size), upon an artificially damped foundation. 

A. represents a 9-inch wall with quoin (English Bond), mortar 

joints, and a damp proof course, consisting of two rows of 
slate bedded with cement. 

B. 'represents a 9-inch wall (Flemish Bond) with mortar 

joints. There is no damp proof course in this model, 
and, consequently, the effects of damp can be traced 
through the whole of the brickwork. 

c. represents a 9-inch wall with glazed stoneware damp proof 
course. 

D. represents a 13^-inch wall with air space, built to illustrate 
the requirements of the Model Bye Laws, where rooms 
are built for occupation below the ground level. The 
damp* proof course in this model consists of asphalte laid 
above the ground line in outer portion of wall and below 
the floor line in inner portion. 



Paints and other Protectives. 

190 Barff Process. Specimen of iron treated by the Barff process, 

a process in which the iron is subjected to super-heated steam 
and coated with black magnetic oxide, which is indestructible by 
atmospheric . influences. 

191 Galvanized Iron. Specimen of iron coated with zinc, by the pro- 

cess known as galvanizing. 

192 Angus Smith's Solution. Specimen of iron treated with this 

solution. The solution is a coal tar preparation, and applied 
whilst the iron is at a high temperature. 

193 Burnettized Wood. Specimens treated by this process to preserve 

it from the eflects of dampness and atmospheric changes. Sir 
Wm. Burnett and Co.^ Limited. 

194 Duresco and Charlton White. The ceiling in central hall of 

Museum is decorated with these materials. J, B, Orr and Co, 

195 Non- Arsenical Colours (in glass case). Specimens of colours 

used by Messrs. Woollams and Co. in decorating their wall papers, 
and suitable for decorative purposes in distemper. William 
Wooilavis and Co, 

196 Antioxide. Piece of iron, one side originally polished, half of 

which was painted with antioxide and then exposed to sulphuric 
acid gas. Peters^ Bartsch and Co, 

197 Carbolineum, Two pieces of wood prepared with carbolineum and 

placed in the ground for three years ; also piece of wood not treated 
and put in the ground at the same time ; about 1 2 inches of a stake 
removed from the ground after 15 years' exposure ; one paring block, 
immersed for ten minutes, showing penetration ; and other specimens. 
Peters^ Bartsch and Co, 

l2 



( 20 ) 
Wall Papers and Coverings. 

210 Wall Paper (twelve specimens) framed and hung on south wall of 

Museum, showing designs and qualities of Woollam's non-arsenical 
wall papers. JVm. JVoollams and Co. 

211 Wall Paper (dados, fillings, and friezes), affixed to wall at the end of 

Museum behind the platform, illustrating pattern and general effect 
of WooUam's non-arsenical wall papers. Wm, Woollams and Co. 

212 Wall Paper (Pattern Book) of specimens of washable papers. 

Jeffrey and Co. 

213 Wall Paper — non-arsenical (specimens). Jabez Hogg^ f.r.c.s. 

214 Wall Paper, Washable (patterns). Designed to be washable, 

waterproof and non-poisonous. Fisher and Co. 

215 Japanese Leather Hangings (several specimens). A washable 

and decorative material. Maguire and Son. 

216 "Willesden" Paper (specimens in frames), for underlining damp 

walls, etc. Willesden Paper Co. 

217 Wall Papers, in frames on wall near staircase. Illustrating speciality 

of design. D^Oyly and Co. 

218 Linorusta Walton (specimens fixed on^ wall) near entrance to 

Museum. This material is made in neutral tints, and treated 
decoratively with ordinary paint. Lincrusta Walton Co. 

219 Anaglypta (specimens on wall, ceiling and in panels). The 

decorative treatment of this material is effected with ordinary paint 
Anaglypta Co. 

Duresco and Charlton White. See Paints and Protectives. 

221 Plaster Slabs (Hitchen's). Several specimens of ceiling slabs, 

pilasters and arches. Fire-resisting and decorative. R. W. Hitchens. 

222 Wall Tiles, for exterior. Several specimens in frame near staircase. 

Thos. Lawrence and Son. 

223 Hanging Wall Tiles (HalFs.) Several specimens, showing colours 

and method of fixing. Cliff and Sons. 

224 Wood Panels. Several specimens of mouldings and panelling fixed 

on platform, also two panels in walnut and pine. J. F. and G. Harris 
and Co. 

Wall Tiles (several specimens in frames on wall) sent by various 
makers, including Minton's, Doulton's, Jos. Cliff and Son's, and 
Burmantoft's. See Decorative Materials. 



Flooring. 



230 Fire Proof Flooring (Doulton Peto), showing skew-block with 
girder protection, key of arch and key for plaster. Do'ilton and Co, 
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231 Fire Proof Flooring (specimen), showing girder protection and key 

for plaster. Homan and Rodgers, 

232 Hollow Flooring (specimen), damp and fire-proof, and convenient 

for ventilation or warming. G, E, Pritchett^ f.s.a. 

233 Concrete Slabs, for Flooring. Eureka Concrete Co, 

234 Wood Block Flooring, Immovable Acme (Duffy's). A small 

specimen, showing method of joining ; and also a portion of the 
floor of hall (near the entrance) covered with this flooring laid by 
the patentees in 1885. Duffy and Co, 

235 Parquet Flooring. Specimen. 

236 ParafSned Flooring. Specimens showing details of construction, 

and a portion laid in floor of hall. This flooring is specially pre- 
pared with paraffin and fixed without showing nail holes. As laid in 
the Bristol General Hospital under the supervision of the late W. 
Eassie, c.e. Thos, fennings, 

237 Paraffined Flooring. Specimen of flooring taken from a bay 

window after ten years' exposure. Chas, Langs taff, m.d. 

238 Paraffined Flooring (Model of Floor) laid diagonally with 

bevel edged boards and treated with paraffin. Chas, Langstaff^ m.d. 

239 Parquet Flooring (specimen in teak) as laid in Westminster 

Hospital. Howard and Sons, 

240 Wood Blocks for Flooring, showing staining penetrated through 

the whole thickness of the wood; designcvl to maintain the 
pattern as the surface becomes worn down by traffic. Webb's 
Worcester Tileries^ Co, 

241 Wood Block Flooring (Disc Key). Specimens laid in floor of 

hall. Westminster Patent Flooring Co, 

242 Parquet Flooring. Specimen laid on Library floor. Howard 

and Sons, 

243 Mosaic Flooring. Specimen laid in Library hearth. Diespeker 

and Co, 

244 Mosaic Flooring. Specimen of marble mosaic, laid in floor of 

Museum. Mainzer and Kempthorne, 

24s Linoleum. Portions laid on stone floor of corridor and wood floor 
of gallery. T/ie Addlestone Linoleum Co, 

246 Wood Flooring. Fixed on platform, illustrating various styles. 
J, F. a?id G, Harris and Co, 



Decorative Materials. 

250 Wortley Faience. Specimen of dados, panels, cornices, friezes, 

hearth and floor tiles. Cliff and Sons, 

251 Tiles. Specimens of hand-painted tiles and panels and Doulton 

ware, filters and vases. Doulton and Co, 
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t$2 Tiles. Specimens of hand-painted and embossed tiles for walls, &c. 
Minton^ HoUens and Co, 

253 . Faienoe Panel and Wall Tiles. Three panels on wall of Museum, 
decoratively treated with " Burmantoff s " glazed tiles and faience 
panel. The " Burmaniofts " Co., Limited, 

254. Stoneware Panel. Stiff and Sons, 

255 Red Concrete Panel. W, H, Lascelks and Co. 

256 Pilaster Ceilings and Arches in Kitchen's patent fire-resisting 

plaster slabs. Fixed under gallery and at end of hall. R, W, 
Hitchens, 

257 Red Concrete. Head of Minerva on bracket in Library. W. H, 

Lascelks and Co. 

258 Mosaic. Head of Moses. (Near platform.) 

259 Yases and Plaques. Specimens of Faience and Doulton ware 

vases and plaques Doulton and Co, 



CLASS n.— WATER SUPPLY & SEWERAGE. 

THE CLASS IS ARRANGED UNDER THE FOLLOWING SUB-HEADS : — 



Apparatus for Water Supply. 

Filtering & Softening of Water. 

Water Waste Preventers. 

Flushing and Watering. 

Sinks. 

Baths and Lavatories. 

Water Closets. 



Urinals. 

Sewers, Drain-pipes and Acces- 
sories. 
Traps and Gullies. 
Dry Closets. 
Sewage Treatment. 
Miscellaneous Sanitary Goods, 



Apparatus for Water Supply. 

280 Wooden Pipes (two specimens). Pipes used for water mains. 

West Middlesex Water Works Co, 

281 Water Fittings, including*( a) meter, (B)stop valve, (c) lavatory valves, 

(d) self closing valves, (e) regulating stop valve, (f) bib valves, (g) 
reverse ball valve in automatic tank, and (h) pressure gauge. Tylor 
and Sons, 

282 Water Meter (Ahrbecker's). The water is made to pass through 

oblique apertures in a fixed plate into oblique or spiral passages 
in a rotating cylinder, the axle of which turns the index of a diaL 
H, C Ahrbecker and Son, 

283 Hydraulic Ram. C L, Ilett. 

284 Tin-lined Lead Pipes (in glass case), for water, beer, mineral 

waters, etc. ; designed to prevent lead poisoning. Messrs. Quirky 
Bartdn and Co, 

285 Glass-lined Iron Pipe (two specimens), showing bend and method 

of jointing. Cooper and Co, 
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286 YalYes (Trott's). Several specimens of valves, including ball, stop, 

bib and lavatory valves, illustrating the adaptation of the patent to 
each form. One of these valves will be found fixed in corridor near 
entrance to Museum. These valves are provided with an arrange- 
ment by which the seating can be removed for repairs without cutting 
off the water supply, H, Trott, 

287 Self-olosing YalTe (Jenning's), designed to prevent waste of water 

by carelessness or neglect. Geo, Jennings, 

288 Solderless Jointing for Lead Pipes (Law's), showing stop-cock 

and unions. Hy, Latv, m.inst.c.e. 

289 Stop-Cook. Quick turn, with grooved joints for fixing to lead 

without solder, and designed to stand high pressure. Tyior 
and Sons, 

290 Rat-gnawed Pipes. Several specimens of pipes showing the in- 

dented marks of teeth, clearly tracing the damage done by rats. 
Rogers Fields m.inst.c.e. 

291 Corroded Pipes. Two sections of wrought iron pipes lined with 

deposit, taken from the Great Northern Hotel. H, Harland, 

292 Fountain (terra-cotta), fixed in corridor. Doulton and Co, 

293 Ball, Yalve, with glass float. G, F, L, Meakins, 

294 Iron Pipe. Specimen taken up after being embedded in cement 

for nine years, showing how the cement had eaten through the 
enamel in several places and also through the pipe. Dr, Graham, 

295 Root, found growing in an underground drinking water tank at 

Campden Hill, W. Ernest Turner^ f.r.i.b.a. 

290 Abyssinian Well Driying Apparatus (Norton's), showing pioneer 
tube, driving weight or monkey, tripod and pulleys. Legrand 
and Suidiff, 

297 Force Pump for testing purposes. Tangyes, 

298 Rain Water Separator (Roberts'), designed to allow the washings 

of the roof at the commencement of rain to " pass away to drain, 
and to store only clean potable water. C, G, Roberts, 

299 Lead Lined Tank, (about 250 gallons) with i-inch ball valve, used 

for storage of water for Museum. 

300 Indestructible Combination Washers, for flange joints. Peters^ 

Bartsch and Co, 



Flushing and Watering. 



320 Automatic Siphon Flush Tank (Field's) with glass front, showing 

the construction and action. This tank is fitted to and flushes a 
two-seat trough closet. Bowes Scott and Western, 

321 Automatic Siphon Flush Tank (Doulton's), used for flushing 

urinals. Doulton and Co, 
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322 Automatic Siphon Flush Tank (Doulton's). About 10 gallons 

Doulton 6^ Co, 

323 Automatic Siphon Flush Tank (Emanuers), with glass front and 

reverse ball-cock action. On the lever being raised the valve is 
opened, and where a good pressure of water is obtainable the rush 
of water at the last stage of filling is sufficient to start the Siphon 
which discharges the contents of tank, Emanuel &* Son. 

324 Automatic Flush Tank (Maguire's). Mechanical in action, for 
. flushing house drains, trough closets and urinals. Maguire and Sons. 

325 Stoneware Automatic Siphon Flush Tank (Field's). Fixed in 

position, showing sink and other wastes entering over grating and 
discharging to model cottage garden by sub-soil drains. Rogers 
Fields M.iNST.c.E. 

326 Flush Tank. Working model in glass of (Field's), Automatic 

siphon flush tank. Rogers Fields m.inst.c.e. 

327 Flush Pot (Col. Waring's). For fixing beneath scullery sinks, 

designed to intercept fat, and facilitate the periodic flushing of 
scullery drains. Tylor and Sons 

Z2^ Flushing Cistern with glass front, and ordinary spindle valve con- 
nected to lever with wire. 

329 Flushing Cistern, siphon. The Falcon Brass Works Co. 

330 Flushing Cistern, siphon. Winser and Co. 

331 Flushing Cistern, tranquil siphon (Holding's). Connected to 

closet and arranged with seat action. J. Bolding and Sons. 

332 Flushing Cistern, siphon. The "Tower" (Tylor's). Tylor and Sons. 

333 Flushing Cistern, siphon (Jenning*s). Connected to closet and 

arranged with seat action. Geo. Jennings. 

334 Flushing Cistern, siphon (Braithwaite's). The siphon is made 

to discharge the contents over the side instead of through the 
bottom, as in most other cisterns. H. Braithwaite and Co. 

335 Flushing Cistern, the "Vacuum" (Doulton's). Doulton and Co. 

336 Flushing Cistern, siphon, "The Peckham" (Syer's). This 

flushing cistern is started into action by pneumatic push instead of 
the ordinary chain pull and lever. M. Syer. 

337 Flushing Cistern, Silent, siphon (Bostel's). F'itted with glass 

front to show the action. D. T. Bostel. 

338 Flushing Cistern, siphon, the " Newman " (Scott Moncrieff^s) 

North British Plumbing Co. 

339 Flushing Cistern, fixed in W.C. (Bean's). 



Sinks. 

350 Cecil Slop Sink (Cliffs'), with flushing rim, for hospitals, housemaids' 

closets, &c. Cliff and Son. 

351 Housemaid's Sink, enamelled slate, square earthenware basin with 

flushing rim, water supply and brass rest for pails. George Jennings. 



( 25 ) 

352 Scullery Sink. Glazed earthenware, fitted to model wall, with cold 

water supply and trapped waste. Smith and Co, 

353 Lead Lined Sink, fitted with cold w^ater supply and Waring's flush 

pot beneath. Tylor and Sons, 

354 Slop Sink. Porcelain glazed, " The Imperial." Cliff and Son, 

355 Butler's Pantry, Sink. Porcelain glazed. Cliff and Son. 

356 SouUery Sink. Cement. The Eureka Concrete Company. 

357 Scullery Sink. Glazed earthen w^are. Stiff and Son. 



Baths and Lavatories. 

370 Fireclay Bath, glazed inside and outside, with beaded edge, 

designed to stand without enclosure, fitted with plug waste. Jos. 
Cliff and Sons, 

371 Lavatory An^e, earthenware top, basin and top combined, with 

soap trays draining into basin, fitted for cold water with cam action 
valve, and lift-up waste. J. Tylor and Sons. 

372 Lavatory (section), showing moveable grid to overflow, and overflow 

connected to trap to enable the cleaning of pipe and trap, also 
brass trap with inspection cap and vylcanite plug to basin. Burn 
and Baillie, 

373 Lavatory (fixed in secretary's office), with marble top, porcelain 

basin with flushing rim, screw-down cold water valve and lift-up 
waste. J, Tylor and Sons. 

374 Bath Waste, with 4-inch gird, enabiing the bath to be rapidly 

emptied, and making the discharge a valuable flushing agent for 
the drains. Burn and Baillie, 

375 Lavatory Basin, with accessible standing waste and overflow. 

Tylor and Sons, 



Water Closets. 

380 Long Hopper. Specimen of old pattern deep hopper water closet 

(fitted with spindle valve flush cistern).* 

381 ^* Pan Closet," with cast iron container copper pan and spreader. 

Fro/. fV, H. Cor field. 

382 Short Hopper, 40a, with S trap (fitted with siphon flushing cistern).* 

Sharp and Co, 

383 "The Dececo." The special distinction of this closet is in the 

siphon form of the outlet, w^hich is designed to exhaust the contents 
of the basin (fitted with special flushing cistern).* Winser and Co, 

384 " The Trone " Pedestal, fitted with seat action. This closet is of 

the hopper type. The basin and trap is made in one piece 
of earthenware, and designed to stand without wooden fixtures (fitted 
with Holding's Tranquil flushing cistern).* J. Bolding and Son. 

 For particulars of Flushing Cisterns see Flushing and Watering. 
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385 " The Compound " Pedestal Hopper, designed to stand without riser 

(fitted with Tylor's Tower flushing dstem).* Tylor and Sons. 

386 " The Pedestal " Warfvout. This closet is fixed with a self-raising 

seat and automatic action for flushing, and stands without wooden 
enclosure (fitted with Jenning's flushing cisterns).* George Jennings, 

387 " The Ariston " Hopper Water Closet and Slop Sink,with earthenware 

trap and flushing rim, and provided with wooden seat for use as an 
ordinary water closet (fitted with Braithwaite's siphon flushing 
cistern).* Tylor and Sons. 

388 " The ExoelsiOF," Wash-out (fitted with Bostel's Silent flushing 

cistern).* Z>. T, BosteL 

389 Plug Yalve, (Jenning's), with basin and trap in one piece, and fitted 

with Jenning's regulating water supply valve. George Jennings. 

390 Pedestal Hopper Closet, made in fire-clay, and glazed basin 

and trap in one piece. Dent and Hellyer. 

391 Water Closet, pedestal Hopper, with lead trap. J. Balding and Sons. 

392 " Table Top " Closet, of the Hopper type, combined water closet 

and slop sink. Dent and Hellyer. 

393 Yalve Water Closet, with water regulating valve, weir overflow 

on one side, discharging into lead safe. Tylor and Sons, 

394 "The Optimus," Pedestal Valve, with earthenware valve box,. 

pneumatic water regulator and special flushed and ventilated 
overflow. This closet is self-contained and requires no wooden 
fixtures. Dent and Hellyer. 

395 " The Simplex " Valve Closet, with cast lead valve box, pneumatic 

regulating valve and special water supply to trap of overflow. 
J. Bolding and Sons. 

396 Trough Closet (fitted with Field's automatic flush tank). By 

increasing the size of the flush tank these closets may be used in 
ranges. They are convenient for use in schools, factories, and 
similar institutions. Botves Scott and Western. 

397 Old cast-iron Hopper Water Closet, with lip-trap cast in it. 

Removed from a house in Mayfair Market. It was served by a J-inch 
service direct from the main into the left-hand notch at the top 
of basin ; a i^-inch lead rain-water pipe from roof of closet 
discharged into the right-hand notch. The basin was fixed over 
a brick cesspool 8 feet deep. Fro/. W. H. Corfield. 

398 " The Household," Hopper type (in use in W.C. at the end of 

corridor) fitted with Bean's flushing cistern. The floor and wall of 
closet are tiled. The closet is fixed without riser, and every part 
is open to inspection. This closet, fixed in 1883, was probably the 
first in England arranged in this way. 

399 Connections, India Rubber (Twyford's), for making joint between 

the flushing pipe and the arm of closet basin. T. Twyford. 

* For particulars of Flushing Cisterns see Flushing and Watering. 
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Urinals. 

420 Self Flushing Urinal (Wright's). This urinal is fixed in W.C. at 

end of corridor, in working order, and all pipes and siphons are 
fitted to enable the details to be clearly seen. A. White and Sons. 

421 Urinal Basin, angular, cast-iron. A. Kenrick and Sons, 

Note. — Several water closets, which are designed to combine the con- 
venience of a urinal, may be seen in the corridor, and descriptions 
of these will be found under Water Closets. Described as Pedestal, 
Compound, Combination, &c. 



Sewers, Drain Pipes, and Accessories. 

430 Egg-shaped Sewer (model) built up with earthenware sections. 

431 Egg-shaped Drain Pipe. Glazed earthenware. Cliff and Sons, 

432 Stoneware Drain Pipe (Doulton's), 12-inch, tested. Doulton and Co, 

433 Invert Block for bottom of brick sewer. Stiff and Sons, 

434 Enamelled Iron Sewer, with subsoil drain (model) (Hawkins'). 

/. T, Haivkins. 

435 Junction Block, stoneware, for connecting 4-inch pipe drain with 

brick sewer. Smith and Co, 

436 Inspection or Lamphole Block, stoneware, for fixing in the top of 

large brick sewers. Smith and Co, 

437 Drain Pipes (Doulton's), 3, 4 and 9 inch best London, tested, 

glazed earthenware, drain pipes with ordinary spigot and socket 
ends. Doulton and Co, 

438 Drain Pipe (Doulton's). Vitrified glazed, 6-inch. Doulton and Co. 

439 Drain Pipe with Stanford Improved Joints (Doulton's), self- 

adjusting and self-jointing 6-inch pipes. A bituminous composition 
is moulded to both ends of the pipe, which is designed to form a 
perfectly water-tight but not a rigid joint. Doulton and Co, 

440 Stoneware Drain Pipe (Jenning's), 6-inch, with butt ends for use 
with patent sockets. Geo, Jennings. 

441 Stoneware Drain Pipe, 9-inch. Cliff and Sons, 

442 Drain Pipes, with double seal joint (Tyndale's patent), 6-inch. 

Cliff and Sons, 

443 Taper Pipe. Glazed stoneware for increasing diameter of drain from 

4 inches to 6-inches. Cliff' and Sons, 

444 Drain Pipe Joint (model) (Stanford's). Self-jointmg, with square 

junction and stoppers. Doulton and Co, 

445 Drain Pipe Joint (models) (Mawbey's). This pipe is made with 

divided sockets, and has studs in the lower half of the sockets, to 
ensure a true bore. T, Wragg and Sons, 

446 Drain Pipe Joint (Jennings'). Two halves of socket. A specimen 

of the pipe which butts into this socket will be found with Drain 
Pipes No. 440. George Jennings. 
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44 /[ Drain Pipe Joint (Archer's), showing cement and clay keyed 
joint ; also holes for pouring in liquid Portland cement. T/ie 
Archer Pipe Co. 

448 Drain Pipe Joints (Maguire's). Specimen of chair or rest 

for stoneware pipe joint. For method of fixing, see Model No. 449. 
Maguire and Sons, 

449 Drain Pipe Joints (model) (Maguire's), showing method of 

jointing Maguire's patent pipes with stoneware chairs or rests. 
Maguire and Sons. 

450 Rough Bends. Two specimens, one new from the works and the 

other as removed from a drain with the way blocked. 

460 Knuckle Bend, stoneware, 4-inch. DouUon and Co, 

461 Knuckle Bend, stoneware, 4-inch. Cliff and Sons. 

462 Bends, stoneware, 4-inch, easy. Two specimens with differing radius. 

Doulton and Co. 

463 Bends, stoneware, 4-inch, sharp. Two specimens with differing radius. 

Cliff and Sons. 

464 Bend, stoneware, 4-inch, sharp, with inspection socket. Cliff and Sons. 

465 Junction Pipe, stoneware (V shape), 4-inch on 4-inch. Doulton 

and Co. 

466 Junction Pipe, stoneware (V shape, with inspection socket), 4-inch. 

Doulton ond Co. 

467 Junction Pipe, stoneware (Y shape), 4-inch on 4-inch. Doulton 

and Co. 

468 Junction Pipe, stoneware (double Y shape), 4-inch on 4-inch. 

Doulton and Co. 

469 Junction Pipe, stoneware (Y shape), 4-inch on 6-inch. Cliff and Sons. 

470 Junction Pipe, stoneware (double Y shape), 4-inch on 6-inch. 

Cliff and Sons. 

471 Junction Pipe, stoneware (double Y shape, with inspection), 

4-inch on 6-inch. Cliff and Sons. 

472 Junction Pipe (model), iron, with air-tight inspection cover (Scott 

Moncrieff s). North British Plumbing Co. 

473 Set-off Pipe, stoneware, 4-inch. Doulton and Co, 

474 Flap Yalye, 4 inch, used in drains for preventing backflow either 

from overcharged drains and sewers or from tidal flow. Smith and Co. 

475 Flap Valve (Baldwin Latham's design), with balanced weight, 4-inch, 

used in drains for preventing backfiow either from overcharged 
drains and sewers or from tidal flow. Doulton and Co. 

476 Rain Water Shoe (Hellyer's), to receive the discharge of rain water 

pipes and surface drainage. This shoe does not act as a trap. 
Doulton and Co. 
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477 Channels and Bends, glazed stoneware. Several specimens (showing 

various angles and shapes) for use in Inspection chambers. 
Doullon and Co, 

478 Channels and Bends, glazed stoneware (showing various angles and 

shapes), for use in Inspection chambers. Broad and Co, 

479 Channels and Bends, glazed stoneware (Winser's), for use in 

Inspection chambers. Cliff and Sons. 

480 Channel, taper, 6-inch to '4-inch, glazed. Broad and Co. 

490 House Drainage (full-sized model), showing a ventilated soil pipe 
made in lolb lead, with astragal and wiped joints and two closet 
branches, one of which is connected to a lead trap, and the other to 
a stoneware trap, and both provided with 2-inch anti-syphonage 
pipes. The soil pipe is connected to a 4-inch stoneware pipe drain. 
The method of making this important joint is shown in section, the 
joint is illustrated as being above the ground level, and thus open 
to inspection. The drain is made with 4-inch tested pipes, with 
ordinary cemented spigot and socket joints, one portion being 
bedded on concrete, and another portion embedded in concrete. 
The drain (lo-feet in length) is laid with a fall of 7 inches, and 
terminates in an Inspection Chamber constructed with cement floor, 
glazed channels, glazed brick lining, and covered with (model) air- 
tight cover. Representations are also given of a 3 -inch rain water 
pipe (in galvanized iron), a 2-inch ventilated bath waste (in lead) 
with lead trap and bath plug and union, and a 2 -inch lavatory waste 
with hopper head (in galvanized iron). These are collected and 
discharged into an ordinary glazed stoneware gully with outlet, 
connected by 4-inch drain to the Inspection Chamber. 

The Inspection Chamber is provided with fresh air by means 
of a flue constructed in 4-inch earthenware pipes, carried below the 
ground level to a wall near, and terminated with a 9-inch by 9-inch 
grating. An intercepting trap is fixed at this point with well of trap 
inside the Inspection Chamber, and provided with an inspection 
arm for access to the 6-inch drain beyond trap to sewer. This arm 
is securely stopped with a Stanford jointed stopper, and the trap is 
so fixed as to be seen in section, from the channel of Inspection 
Chamber to the connection with the 6-inch drain. This mode 
occupies about T8-feet on the north side of Museum, and is open to 
inspection in all its details. A diagram, with full particulars, is 
placed near the exhibit, and a copy of the same will be found in 
this catalogue. 

491 Drainage of Museum (plan) {near entrance to Museufn), showing the 

old arrangement of drainage of The Parkes Museum, in direct 
communication with the sewer. Rogers Fields m.inst.c.e. 

492 Drainage of Museum (plan) (near entrance to Museum^ showing the 

new arrangement of drainage of The Parke Museum, as planned 
by Mr. Rogers Field, m.inst.c.e., and Prof. W. H. Corfield, m.a., 
M D, Rogers Fields UA^Si CR. 
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493 Drainage of Museum. The whole of the sanitary fittings, and the 

drainage of The Parkes Museum, as illustrated in the plans just 
mentioned, including lavatory, water closet, urinal, sinks, and rain- 
water service have been carried out, with a view to make the same 
both interesting and instructive, and is open for inspection in all its 
details. 

494 Inspection Chamber (full sized model), fixed in floor of corridor, 

fitted with glazed brick sides to channel, glazed channels, inter- 
cepting trap, and airtight cover. Messrs. Broad and Co. 

495 ^^ Inlet, for fixing on a circular pipe, with mica flap to prevent 

a back draught. Hayward Bros, and Eckstein. 

496 Perforated Pipes (4 and 6-inch), used for subsoil drainage and 

irrigation purposes. J. H, Catten. 

497 Two Asphalte Drain Pipes found in the course of a house drain, 

the upper part of each of these pipes has been softened by the warm 
air in the drain and has bulged downwards from the weight of 
earth upon it. The only specimen known. Prof. IV. H. Corfield. 

498 Roots of Tree (specimen), taken from a 9-inch drain, having 

evidently found their way through a faulty joint. Ernest Turner^ 

F.R.I. B.A. 

510 Soil Pipe, galvanized. Specimen of 6 ft. length, 4-inch. 

oil Pipe, 6 ft. length, 4-inch, treated with the Barff process to 
prevent oxidation. 

512 Soil Pipe (two specimens), coated inside and out with Angus Smith's 

solution ; 4-inch. Macfarlane aiid Co. 

513 Soil Pipe Bend (drawn lead), 4-inch. Dent and Hellyer. 

514 Soil Pipe Joint (Blair's), forming fresh air inlet. Blair. 

515 Soil Pipe Specimen cut from large soil pipe in use for 20 years, 

running up five stories and taking four closets one above another 
and continued up above the roof of building by 4-inch ventilating 
pipe. 

516 Soil Pipe. Specimens of lead soil pipe with perforations caused by 

the action of foul air. 

5 1 7 Soil Pipe Joint. Specimen of defective joint repaired with canvas 

and red lead. 

530 Rainwater Pipe, rectangular, 4-inch by 3-inch, with Gregson's 

hanger, fixed in angle. J. Gregson. 

531 Rainwater Bend, with Gregson's hanger. J. Gregson. 

532 Hopper Head, for 3-inch pipe (Gregson's). J. Gregson. 

533 Rainwater Pipes and Hangers (Gregson's). Several specimens 

fixed on board, showing various forms of hangers, joints and 
pipes. J. Gregson. 

534 Rainwater Pipe (Macfarlane's), with ties foi brick or stone walls. 

Macfarlane and Co, 

535 Rainwater Collar and Flange (Law's) 
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53^ Rainwater Pipes. Two pipes and shoe (3 by 3), specially treated 
by the Barff process, to prevent oxidation. Prof, Barff, 

540 Manhole CoYer, cast-iron (Botting's), square in form. Fitted with 

an India-rubber washer and two gun-metal fasteners. F, Botting. 

541 Manhole Cover, cast-iron (AngelFs), square in form. Fitted with 

a joint of plastic material and a gun-metal fastener. A, J! Angell. 

542 Manhole Cover, cast-iron (Durrans'), circular in form, with two lugs 

for opening. The joint is made by the truly turned surfaces. 7! H. 
Durrans, 

543 Manhole Cover, cast-iron (Broad's), oval in form. This cover 

may be fitted air-tight if required with plastic composition. Broad 
and Co. 

544 Manhole Cover (Jones'). Two models, rectangular in form, showing 

the section of cover, which consists of a lower dome-shaped cover 
(designed lo seal itself by collecting the liquids condensed on 
its under surface) and an upper cover, with tongue and grooved 
joint, which may be filled with any plastic material. J. Jones. 

545 Manholes and Service Reservoirs (a series of drawings from designs 

by Sir Robert Rawlinson) in folio M. No. 34 in Catalogue. 

546 Inspection Cover, cast-iron (Betting's), fitted with India-rubber 

ring and screw action for making the joint air-tight. F. Botting. 

550 Joint for Earthenware to Lead (two specimens and diagram) 

(Smith's), one showing lead connection on trap, and the other 
showing lead connection wiped on to soil pipe. B. C. Smith. 

551 Joint for Earthenware to Lead (three specimens) (Harrisson's). 

A Specimen of trap and lead branch fixed. 
B Specimen showing flange of trap. 
C Specimen showing earthenware flange and lead pipe. 
T. Harnett Harrisson. 

552 Joint for Earthenware to Lead (Bean's). This joint is made 

with an asbestos or india-rubber ring and Portland cement. 
Milne^ Son and Macfie. 

553 Joint for Earthenware to Lead (model of Water Closet), showing 

method of jointing lead trap to basin of closet. Tylor and Sons. 

554 Ferrules (copper and brass) for jointing lead soil pipe to earthenware 

pipe. Milne, Son and Macfie. 

560 Smoke Machine (Watt's Asphyxiator) for testing drains or fumigating 

purposes. J. Watts and Co. 

561 Smoke Machine (Burn and Baillie's Patent) for testing drains or 

fumigating purposes. Burn and Baillie. 

562 Smoke Machine (Botting's), for testing drains or fumigating purposes 

F. Botting. 

563 Drain Grenades, filled with peppermint and other pungent 

ingredients for testing drains, with apparatus for breaking the same 
beyond the water seal of any trap. Banner Sanitation Co. 
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564 Smoke Rockets (Pain's) for testing drains. Jas. Pain. 

565 Drain Stoppers (Burn and Baillie's), with interchangeable rings, 

used in testing or stopping drains during repairs. Burn and Baillie. 

566 Drain Stoppers (Botting's Patent) (specimens of 4, 6, and 9-inch) 

used in testing or stopping drains during repairs. F, Botting, 

567 Drain Stopper (Jones'), (specimen of India-rubber Drain Stopper), 

with air pump for charging same. Used in testing or stopping 
drains during repairs. J, Jones. 

568 Drain Cleaning Apparatus (Ashford's), including cane rods, 

flexible ditto, plunger, duplex roller, spiral screw, archimedian screw, 
drop scraper, Turk's head and spiral brush. Ashford and Co. 

569 Drain Cleaning Apparatus, including a set of rods, screw and 

spiral brush. Ben Reed and Sons. 

570 Drain Brush, for cleaning drains. F. Botting. 



Traps and Gullies. 

^80 Bell Trap, Square, cast iron, with moveable grating. 

581 Bell Trap, old pattern, with hinged grating. A. H. Sta7ibury. 

582 Bell Trap (Jennings') (two specimens), showing loose grid and inner 

cone. Geo. /en?iings. 

583 Bell Trap (Jennings' Improved). Geo. Jennings. 

584. Bell Trap, old pattern, with loose grid, very much corroded. Prof. 
W. H. Corfield. 

585 Overflow Trap in Closet, Plug Yalve. Geo. Jennings. 

586 Ball Trap (Bower's), (two specimens), for lavatory waste, with 

floating ball seal. The glass bell and screw cap are for inspection. 
J. Smeatofi and Son. 

587 Ball Trap (Jennings'), for lavatory wastes, with inspection cap. 

Geo. leftnings. 

588 Cast Lead Traps (Smeaton's), (three specimens), 4-inch trap 

for closets, marked A inlet, B outlet. Section of ditto, marked A 
inlet, B outlet. 2-inch ditto for baths or lavatories. J. Smeaton 
and Son. 

589 Anti-D Traps (Hellyer's), cast lead (four specimens), designed to 

prevent siphonage ; in sizes suitable for W.C., bath and lavatory 
wastes. Dent and Hellyer. 

590 Drawn Lead Traps (three specimens), with inspection caps for 

lavatories, baths and sink wastes. A, 2-inch S trap; B, li-inch 
S trap ; C, li-inch P trap. Dent and Hellyer. 

591 Drawn Lead Traps (Dubois' Pattern), 4-inch, used for water closets, 

A, S trap ; B, P trap. Dan. Emptage. 
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592 Brass Trap (Burn and Baillie's), with union, vulcanite plug, and 
special inlet from overflow, which is fixed with a movable grid, 
thus giving access for cleaning. (See complete section. No. 372.) 
Burn and Baillie, 

600 Oulley Trap, 4-inch, with inlet at back and S outlet. Doulton and Co. 

601 Gulley Trap (section). Stokes, with inspection. Cliff and Son, 

602 Rainwater Trap (Hellyer's), with three connections and grid for 

surface drainage. Doulton and Co, 

603 Trap (section), with an inlet on sewer side for inspection or anti- 

siphonage pipe. Stiff and Sons, 

604 GuUey, with P outlet, rebated for grating. Doulton and Co, 

605 Anti D Trap. Stoneware, 4-inch (Hellyer's). Doulton a?id Co, 

606 Gulley, with dished top and rim to prevent splashing. Doulton and Co, 

607 Traps for Sinks. Three specimens (P, S, and S with inspection). 

2-inch, vitrified glazed. Doulton and Co, 

608 P Trap, with reversible top. Doulton and Co. 

609 Galley. Buff glazed, P outlet, withou rebate for grid. Broad 

and Co, 

610 P Trap. 4-inch with connection on sjwer side for inspection or 

ventilation. Doulton and Co. 

6.1 1 Gulley Top, with channel (Docking's). Designed to meet the require- 
ments of the model bye-laws. A R, Docking, 

612 Rainwater Trap (Bellman s). With special form of Hopper. 

Belhnan & Co. 

613 Yard Gulley. For intercepting sediment. 

A Opening for surface grating. 
B Outlet to drain. 

614 Trap (Mansergh's), with cast-iron grating and cover. Doulton and Co, 

615 Gulley (Dean's) with bucket for removal of deposit. 

616 Grease Trap (Bolding's), with cast-iron top and gun-metal screw cap 

for inspection, four 2-inch inlets for waste pipes, and 3i-inch inlet 
for flush pipe from automatic flush tank. J. Bolding and Sons, 

617 Grease Trap, with two inlets for sink wastes, iron grid, and 3-inch 

inlet for flushing pipe. This trap is designed to be used with an 
automatic flush tank. Bo7ves Scott and Western. 

618 Gulley. Cast-iron (Clarke's), with removable iron bucket. Clark 

and Co. 

630 Disconnecting Trap (Weaver's). Section marked as follows : — 

A Inlet from drain. 

B Outlet to sewer. 

G Air inlet. 

D Inspection or ventilation connection. 

Stiff and Sons, 

M 
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631 Disoonneoting Trap (Potts'), "The Edinboro'," with channel and 

cast iron grating for the admission of fresh air at the ground 
level. Potts and Co, 

632 Disoonneoting Trap (Hellyer's), 4-inch, with inlets for soil pipe and 

two branches, and inspection cap on outlet. Doulton and Co, 

633 Disconnecting Trap (Buchan's), 4-inch. This trap has a 2-inch fall 

at the inlet for self-cleansing. J. &* M. Craig, 

634 Disconnecting Trap ("The Improved Kenon"), (Prof. Corfield's 

design), specially suitable for deep manholes. The cross section of 
this trap varies from U shape at the inlet to oval at the well and to 
O at the outlet, for self-cleansing. Messrs, Crapper and Co, 

635 Disconnecting Trap (Rogers Field's design). This trap is specially 

designed for use in connection with an inspection chamber (see one 
fixed in position in model of house drainage). Broad and Co, 

636 Disconnecting Trap (section), (Winser's), with water line of trap 

indicated. Cliff and Sons. 

637 Disconnecting Trap (section). "The Beanclifife." 4-inch, with 

the water line of trap indicated. Cliff and Sons, 

638 Disconnecting Trap (G otto's design), for use at or near the surface, 

with a specially enlarged air inlet. Doulton and Co. 

639 Disconnecting Trap. Specimen of a defective trap, removed from 

main drain of a house built in 1884, in a district in the vicinity of 
London where the model bye-laws are in force. Outlet 4i- inches 

HIGHER THAN InLET. 

650 Cast Iron Sink Trap, with hinged grating on the principle of a dip 

stone trap. 

651 Zinc D Trap. Specimen of an old zinc trap with zinc safe combined, 

and lead and zinc wastes entering trap. Prof, W, H, Coriield, 

652 D Trap (Section). Specimen of an old lead D trap, with waste 

entering at back below water level. 

653 D Trap (two Sections), taken from under valve closets. Dent and 

Hellyer, 

654 D Trap. Specimen showing perforations in the upper part caused 

by the action of foul air. 

655 D Trap. Specimen of an old lead D trap with curved outlet. 

656 Trapped OYer-flow and Standing Waste (lead). This specimen 

was taken from a water cistern ; the arrangement at the mouth of 
the pipe was for excluding sewer-air, but would be ineffective unless 
supplied with water. 

657 OYCrflow Trap, lower part of lead overflow trap. 

658 D Trap (lead), with two wastes entering below water-level, and small 

ventilating pipe from top of soil pipe branch. 

659 D Trap (in glass case), showing collection of deposit below the water^ 

level and spots above attacked by foul air. W, / Bassett, 
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660 D Trap (heavy), showing connection for waste pipe below water-level 

66 1 Improved Lead D Trap, with two wastes entering below the water- 

level, showing an attempt to improve the old form of D trap to 
make it self-cleansing. 

662 P Trap, Lead. Specimen with waste pipes connected. IV, Eassie^ c.e. 

663 P Trap, Lead. Specimen with three wastes connected. W, Eassie^ c.e. 

664 D Trap, Lead. This lead connected with zinc soil pipe, the 

upper part of the pipe being destroyed by perforation, removed 
from a country house. Ernest Turner^ f.r.i.b.a. 

665 Dip Trap (sheet lead), removed from under the floor of a pantry in a 

country house ; the waste pipe from the pantry sink discharged into 
it. The trap was supported by a wooden casing. Frof. W. H. 
Corfield, 

666 Faulty Joint (specimen) showing faulty joint connecting iron and 

lead pipes. 



Dry Closets. 

680 Portable Commode (Moule's), with hopper for dry earth, ashes, 

or other material used, mechanical spreader for same, and a 
receptacle for excreta. Tkt Moule's Patent Earth Closet Company, 
Limited. 

681 Portable Commode, with Hopper for dry earth, ashes, or other 

material used, mechanical spreader for same, and a receptacle for 
excreta. John Parker, 

682 Ash Closet, cinder-sifting, self-acting (Morrell's), half sized model 

MorreWs Sanitary Appliance Company, 

683 Privy, Cottage (model), showing system of ventilation adopted by 

medical officer of health for the West Kent Sanitary District 
C, O. Bayiis, m.d. 



Sewage Treatment and Disposal. 

690 Oak Pail, with spring lid, for removing excreta, where a system 

of periodic collection is adopted. B, B, Haresceugh and Co, 

691 Galvanized Iron Pail, with spring lid, for the periodic collection 

of excreta. E, Morris and Sons, 

692 Galvanized Iron Pail, with cam action lever for pressing down 

the lid and making it air-tight 

693 Hose Connections. Two specimens (Talard's), used for connecting 

the hose of receiver to the hose of cesspool, where the periodic 
emptying of the cesspool is effected by suction into an air-exhausted 
tank or receiver, a system which is in operation at Paris and other 
Continental towns. 

M a 
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694 YalYe, used in drains where sewage is disposed of by irrigation. 

69s Sludge (three samples in bottles), showing the condition of sludge 
after treatment, taken from the Leyton sewage works. 

696 *^ Shone " Hydro-Pnenmatic Sewerage and Water Supply (two 

diagrams). In this system of distributed stations for the lifting of sewage, 
worked from one central station by means of compressed air, the 
whole drainage area is divided into a number of districts, each with 
its separate outfall and discharging station, operated by means of an 
ejector ; the discharge from all the stations converging into one 
common main leading to the common outfall. The ejector is a 
large closed iron vessel worked automatically by compressed air. 
The same principle is applied to water supply, the compressed air 
imparting the necessary " head " for supply in lieu of natural 
" head " from water tower or high reservoir. IfugAes, Lancaster^ 
and Co, 

697 Sewage Disposal by Sub-Irrigation. A working model. The 

slop- water from a sink is collected in an automatic flush tank, and 
thence discharged into open-jointed pipes laid below the surface of 
a garden, when the sewage will force itself out of the joints into the 
soil and feed the vegetation. The arrangement shown is only 
suitable for slop-water from cottages, but, by a special modification, 
it can be made available for the entire sewage of a country house. 
For a detailed description of Sub-Irrigation, see " International 
Health Exhibition Handbook," vol. I., page 281. Rogers Fields 

M.INST.C.E. 



CLASS III.— HEATING, LIGHTING AND VENTILATING. 

Several of the most important features in this Class are practically 
illustrated by appliances fixed in various parts of the buildings in actual 
use, including gas, coal, open and closed stoves, several patent gas 
burners and ventilators. 

THE CLASS IS ARRANGED UNDER THE FOLLOWING SUB-HEADS: — 



Heating Apparatus. 
Cooking Apparatus. 
Smoke preventing Appliances. 



Lighting, including Electric Lighting. 
Ventilating Gas Burners. 
Ventilators. 



Heating Apparatus. 

710 Gas StOYe, "The Gurney" (Southb/s). The London Warming 

and Ventilating Company, 

711 Gas StOYe, "LuxCalor," for lighting and warming small compart- 

ments. This has no flue to remove the products of combustion. 
Ritchie and Co, 

712 GasStOYe, " The Calorigen " (George^s), with flues for the inlet of 

fresh air and the outlet of waste products. J, K Farwig and Co. 

713 Gag StOYe, "The Calorigen" (George's), with flues for the inlet of 

fresh air and the outlet of waste products, fitted up in working 
order in the Secretary's office. / F, Farwig and Co, 
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14 Gas Fire (Fletcher's New Incandescent Ball Fire, with Regenerator), 

with asbestos fibre above the burner, which becomes incandescent^ 
and both aids the combustion and gives a cheerful appearance] 
Thos. Fletcher and Co 

15 Gas StOYe, "The Euthermic'* (Dr. Bond's), fitted in corridor, with 

flues for the inlet of fresh air (which is warmed and distributed) 
and for the outlet of waste products. Dr. F. T. Bond. 

16 Gas StOYe (Cox's), a large circular stove provided with inlet for 

fresh air and outlet for waste products. Cox and Co, 

17 Gas Fire (Fletcher's) (small), a larger specimen of these gas 

fires is fitted up in working order in the Secretary's office. Thos. 
Fletcher a?id Co. 

18 Oil StOYe, "Lux Calor" (Ritchie's), for lighting and warming 

small compartments. Ritchie and Co. 

19 Oil StOYe, for greenhouses, with an arrangement of pipes for distri- 

buting heat by means of the circulation of hot water. S. F. 
Catterson. . 

20 Chaufferette, or Foot Warmer, used by stall women and lodge 

keepers at Paris, with specimen of charcoal used. T. Twining. 

2 1 Ventilating StOYe (Sir Douglas Galton's design). Yates^ Haywood 

and Co. 

22 Slow Combustion StOYe. Barnard^ Bishop and Barnard. 

23 Grate, designed by T. Pridgin Teale, with closed air chamber below 

fire, for economy of fuel. 

24 ConYOluted StOYe, arranged to give a large heating and radiating 

surface to each square foot of grate space. Joseph Constantine. 

25 Hygiastic Ventilating Fire Grate, as used by the London 

School Board. D. O. Boyd. 

26 Fireclay Grate, with register. F. Edwards and Son. 

27 StOYe, Woodcock's improved Gurney, circular in shape, with sliding: 

doors and flanges for radiating J heat. London Warming and 
Ventilating Company. 

28 Tubular Pillar for hot water or steam. Jones and Attwood. 

29 Ventilating Blook and Lintel Flue, fireclay. Geo. Jennings. 

30 Ashes in Glass Bottles. Showing the result of 42 hours' burning 

in an ordinary stove, fitted with a Pridgin Teale's economiser and 
also the result of \ day without economiser. T. Pridgin Teale. 

31 Fuels. A selection of various kinds of coal, coke, peat, and patent 

fuels. Rickett^ Smith and Co. 

32 Smokeless Fuel. Peters^ Bartsch and Co. 

33 Frost-defying and non-eYaporating Liquid (Patent), for distri- 

buting heat, cold or pressure and for maintaining a regular water 
line in wet gas meters. W. Stainton, 
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734 Asbestos Fibre, used in gas fires for producing a cheerful 

appearance. 

735 Asbestos Lumps, used in conjunction with gas for making gas fires. 

736 Asbestos, for packing pipes and flues, for preventing the radiation of 

heat, and protecting adjacent wood or other materials. 

737 Fine Elbows, Adjustable (six specimens) in various sizes. 

738 Fireclay Flue (circular), 9-inch. Doulton and Co, 

739 Fireclay Flue (circular), with outer casing (square), 9-inch. Geo, 

Jennings, 

740 Flue (square), with tiles, inlet in front. 

741 Flue (circular), stoneware. 

742 Water Heater, Instantaneous (Fletcher's). (Fixed over bath in 

corridor.) This heater is provided with a powerful atmospheric 
gas burner, which raises the temperature of water from 60 degrees 
to no degrees, at the rate of about two gallons per minute. A flue 
is also provided for carrying off the waste products from the gas. 
Thomas Fletcher 6^ Co. 

743 Stove Ventilating, Glazed Terra Cotta, decorated, with feed door 

and regulating air inlet, giving control over the rate of combustion. 
Doulton &* Co, 

744 Stove Ventilating, fixed on ground floor of Museum. Iron, with feed 

hopper and air valve for regulating the rate of combustion. The 
front of this stove is fitted with mica, enabling the fire to be seen. 
Rosser and Russell. 

745 Grate, Glazed Terra Cotta, complete with mantel, shelf, hearth, 

and fender. Fixed and used at platform end of Museum. Doulton 
and Co. 

746 Grate, designed to combine the advantages of open and closed fire, 

•'fixed in library. H, Heim, 



Cooking Apparatus. 

760 Oil Cooking Stove (Rippingille's). Two 6-inch burners, cast-iron 

top, with oven and two boiling openings. The Albion Lamp Co., 
Limited. 

761 Gas Cooking Stove (Fletcher's), with grill, hot plate, large oven, 

and packed, double, non-conducting casing. Porcelain enamelled. 
Thos. Fletcher and Co, 

762 Kettle (Quelch's), enamelled. 

763 Saucepan (Keen's), enamelled with ventilated lid. A, G. Keen, 

764 Grill, enamelled. 

765 Coffee Pots (five specimens), showing various forms of lamps, and 

arrangements for making coffee. 2'. Twining. 
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Smoke Preventing Appliances. 

Oas StOYBS and Gas Fires. See Heating Apparatus 
Smokeless Fuels. See No. 732. 



Lighting. 

790 Refleotor (Chappuis'). For reflecting daylight or artificial light. 

Chappuis and Co. 

791 Pavement Lights (Hay ward's). Specimen of lens lights fixed in 

floor of gallery. Hayward Bros, and Eckstein, 

792 Pavement Lights (Hyatt's). Two specimens fixed in floor of gallery. 

/ HyatU 

793 Pavement Lights (Hyatt's). Specimen with octagon lights and 

octagon tiles inlaid between. J, Hyatt, 

794 Prisms and Lenses for pavement ' lights, various shapes for 

directing the light into particular directions. Hayward Bros, and 
Eckstein, 

800 Gas Burner (Sugg's). Group of 9 table-top burners. W, Sugg and Co. 

801 Gas Burner (The Wenham), fixed in roof of Museum, with by-pass 

for self-lighting. The Wenham Co, 

802 Gas Burner (Siemen's), fixed in roof of Museum with by-pass for 

self-lighting. 

803 Gas Burner, Incandescent, fixed on bracket at end of Museum 

under gallery and in Experimental Corridor. The Incandescent 
Lamp Co, 

804 Gas Burners, Regulating (Sugg's), four fixed in side corridor. 

W. Sugg and Co, 

805 Gas Burners, Reflex. Two 6-light and one 8-light burners fixed in 

Library. /, Stott and Co, 

806 Gas Meter, Dry (Glover's V 80 lights fixed at entrance to Museum. 

807 Gas Regulator. Section showing internal arrangements for diminish- 

ing the inlet of gas as the pressure increases. Shaw a?id Son. 

808 Gas Regulator (Stott's). Two specimens, one fixed near gas meter 

at entrance, controlling the gas supply of Museum. /, Stott and Co, 

809 Gas Yalire. (Joy's). Safety valve for regulating the gas supply. 

W, H, Coulter, 

820 Lamp for Mineral Oil (Shaftesbury Safety), hand lamp and standard 
lamp, with automatic cap for extinguishing the lamp- if upset. 
Shaftesbury Lamp Co. 
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821 Lamp for Mineral Oil (Defries' Safety), with metal reservoir, and 

wick encased in tube {See No. 824). In the Standard lamp air is 
supplied to the middle of the flame by means of a tube passing 
through the oil reservoir. In the hand lamp an automatic safety 
cap is added. 

822 Oil Lamp (the Wanzer), fitted with a mechanical arrangement to 

supply air to the point of combustion, dispensing with the 
necessity for a chimney. The Wanzer Lamp Co, 

823 Oil Lamp, with metal reservoir and casing tube to lower part of wick. 

824 Oil Lamps, three specimens of cheap lamps. The proximity of the 

flame to the reservoir, and the imperfect fitting, which allow vapour 
from the lamp to reach the flame, render lamps of this form 
dangerous. In one of the specimens the danger is greatly lessened 
by the addition of a safety tube enclosing the wick nearly to the 
bottom of the oil reservoir, so as to prevent the vapour from the 
surface of the oil rising up beside the wick. 

830 Glazing. Lantern over entrance corridor, showing method of glazing 
without putty. The Brits h Patent Glazing Cofnpajiy, 

Windows. Several models of windows will be found in Class I. 
(" Construction "), illustrating the methods adopted for lighting and 
ventilation at the principal London hospitals. 



Ventilating Gas Burners. 

840 Gas Burner, Pendant, Yentilating. Three specimens fixed in 
entrance corridor, connected to shafts for carrying off the products 
of combustion. Benharn and Sons, 



Ventilators. 

850 Fresh Air Ventilator, Inlet (Crosse's), fixed in model wall wdth 

tray for deodorant. If, W, Crosse, 

851 Circular Ventilator, "The Universal," for fixing in window. 

Capt, Wintour, 

852 Ventilator, designed by Dr. Langstaff, for disinfecting and ventilating 

purposes and for the treatment of disease. C, Langs ta^, m.d. 

853 Ventilating Tube (Livesey's), with inlet grating and screen. 

A. — Angular fixed near door of Museum. 
B. — Rectangular. 
Sanitary Engineering and Ventilating Co, 

854 Ventilators (Currell's). 

A. —Door Inlet for Stables (fitted to Model Door). 

B.— Window Inlet (fitted to Model Sash Bar). 

c. — Window and Door Inlet (Brass). 

D. — Window Inlet, fitted to Model Sash Bar. 

E, F, G. — Other forms of Window and Door Inlets. 

W, Tonks and Sons. 
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855 Yentilating Fan (model), for mechanically producing movements of 

air. General Franzini, 

856 Ventilator (Eyre's), inlet or outlet, with flap to prevent back- 

draught. Two specimens gin. by 3in. and gin. by 6in. 

857 YentilatoF, Bracket, Inlet (Currah's). Two specimens, plain and 

ornamented, with regulating valve and indicator. Baxendale and Co, 

858 Ventilator and Radiator (Ellison's), drawer shaped, with divisions 

to divert the current of air. J, E, Ellison, 

859 Ventilators (Crossley's). 

A. — Louvre Inlet. | B. — Louvre Outlet, with Regulator, 

c— Valve (Outlet), self-acting. 
Z>. Crossley. 

860 Ventilator (Arnott's). Hart, Son, Peard and Co, 

861 Ventilator (McHaffie's), designed to be self-regulating against 

excessive external pressure. Ifart, Son^ Feard and Co, 

862 Ventilators, Sliding, or Hit-and-Hiss, for the admission of air 

through floors or skirtings. Hart^ Son^ Feard and Co, 

863 Ventilator, Drawer shaped. Inlet, with separate channels for 

difusing the air, and screen for cleansing the same. C, F, Stevens, 

S64 Ventilators, Conical (Ellison's). 

A. — Model of Skirting, perforated with conical holes. 
B. — Terra-cotta Air Grating, with conical holes. 

C. — Conical Air Brick, ditto Section, and Apparatus for demonstrating the 
efficiency of this method of introducing air without draught. 

J, E, Ellison, 

865 Air Orating, Terra cotta. 

866 Air Gratings, Iron. Three specimens. 

867 Ventilating Bracket, with air cleansing water box and hinged air 

grating (fixed near entrance to Museum). Sanitary Engineering 
and Ventilating Co, 

868 Mica Flap Ventilator (Hayward's), frequently used as an inlet 

to a flue where a back draught is undesirable. Hayward Bros, and 
Eckstein, 

869 Mica Flap Ventilator (Hayward's), with hit-and-miss arrangement 

to control the action of the same. Hayward Bros, and Eckstein, 

870 Sherringham's Improyed Ventilator (Hayward's), with cord and 

handle for opening and closing. Hayward Bros, and Eckstein, 

871 Ventilator, Louvre (Hayward's), with ratchet actio for opening 

and closing. This ventilator can be reversed to act as an inlet. 
Hayward Bros, and Eckstein, 

872 Ventilator, LouYre (Hayward's), with circular action for opening 

and closing. This ventilator can be reversed to act as an outlet. 
Hayward Bros, and Eckstein, 

873 Air Inlet-Tube, made in cast-iron, with regulating valve and access 

door at foot for clearing. Hayward Bros, and Eckstein, 
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874 Yentilating! Cowl (Jones'). 3-in. single chamber and 3-in. double 

chamber. J, Jones. 

875 ReYolving Yentilating Cowl. Scott, Dunn and Co. 

876 ReYolYing Yentilating Cowl (Scott's). 

877 ReYolving Yentilating Cowl (Howorth's). Model with glass 

panel, showing internal arrangement of archimedean screw. Jas. 
Howofih, 

878 Up-cast Yentilating Cowl (Kite's), 3-inch. Kite and Co, 

879 Air Pump (model) (Boyle's). Boyle and Co. 

880 Air Exhaust (models) (Buchan's). W, P. Buchan, 

881 Air Exhaust (model) (Hall's). D, T. BosieL 

882 Ridge Tile Yentilator, Terracotta. 

883 Ridge Yentilator (Hamilton's), for fixing in ridge of roof. 

884 Window Yentilator (Cooper's), model showing revolving disc 

and hit-and-miss arrangement. Cooper and Co. 

885 Window or Door Yentilator (Cooper's), model showing louvre 

and method of opening. A larger specimen is shown in action in 
entrance door of Museum. Cooper and Co. 

886 Window Yentilation, model of window with simple costless venti- 

lator applied. P. Hinckes Birdy F.R.C.S. 
888 Cowl, with bird's nest. Removed from the top of a lead soil pi{>e 
/. H. Catten. 

Window Construction for Yentilation, &c. Several models of 
windows as constructed for and in use at the principal London 
Hospitals, including St. George's, Middlesex, St. Thomas's, Guy's^ 
and London. See Nos. 100 to 107 of this Catalogue. 

Yentilated Lid for Water Closets (designed by H. Saxon Snell, 
F.R.i.B.A.) See^o. 115. 

Yentilation of War Ships. A series of drawings of H.M.S. 
Agincourt, Victor Emanuel, Dreadnought, and Indian Troopships 
(large scale), illustrative of the systems of ventilation carried out on 
these vessels. See No. 34. Folio T. 

Yentilation of Public Buildings. Drawings. See No. 34, Folio U. 

Yentilation of Prison. See model No, 36. 

Yentilation of House Drains, Closets, Soil Pipe, Inspection 
Chamber. See full-sized model, No. 490. 

Yentilating Stoves and Grates. See Heating Apparatus. 

Air Inlets for House Drainage, with mica Hap to prevent back 
draught {see drain accessories on pages 30 and 32). 
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DIVISION D. 

PERSONAL AND DOMESTIC HYGIENE. 

The section devoted to Foods has been specially arranged by Mr. 
Thos. Twining, of Twickenham, and nearly the whole of the specimens 
exhibited in this section are presented to the Museum by him. 

THE DIVISION IS ARRANGED UNDER THE FOLLOWING HEADS : — 



Clothing. 

Beds and other Furniture. 

Hospital and Sick Room Appliances. 

Domestic Appliances. 

School Fittings. 

Gymnastic Apparatus. 



Foods. 

Domestic Filters. 

Mineral Waters. 

Soaps and other Detergents. 

Antiseptics and Disinfectants. 

Disinfecting Apparatus. 



Clothing. 

goo Funeral Cloaks. Two specimens with hoods for protecting the 
head in inclement weather. J! Twining, 

901 Nottingham Scarf. Three specimens with model to illustrate the 

method of using same» T, Twining, 

902 Manchester Goods. Two specimens of this material, one as sent 

out from the maker, the other, 76 J square inches, after washing,, 
showing a loss in weight by washing equal to 221 grains 

903 " Edith " Corset, pure woollen, long waist. 

904 '' Alexandra" Corset, pure woollen knitted. 

905 Ladies' Yest, double-breasted, short sleeves. 

906 Ladies' Night Dress, pure woollen, warm. 

907 Ladies' Combination Garment, pure woollen, 

light and warm. 

908 Pure Woollen System of Clothing. Dr. 

Jaeger's book describing same. 

909 Ladies' Combination Garment, cellular cloth, cotton, porous. 

Cellular Clothing Co; 

910 Cellular Cloth. Pattern book with pamphlet describing same. 

Cellular ClothingCo, 

911 Diagram of natural waist and waist contorted by tight lacing. 

912 Child's Shoes, with ordinary pointed toes. Dowie and Marshall, 

913 Child's Shoes, made to fit a natural-shaped foot. Dowie and 

Marshall, 

914 Cast of Child's Foot. Copy of child's foot in its perfect natural 

state. Dowie and Marshall, 



Jaeger^s Sanitary 
Woollen System Ca 
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915 Skeleton of Foot, showing the bony arch of foot with its two 

abutments, one at heel and the other at great toe joint. Dowie 
and Marshall, 

916 Ladies' Boots, with high heels and pointed toes. Dowie and 

Marshall, 

917 Diagrams (three), showing the defects in the ordinary shaped boots, 

and their unsuitability. 

918 Cast of Foot, showing the malformation of great toe joint through 

wearing the ordinary pointed boots. Dowie and Marshall 

919 Cast of Foot, with sandal, showing the perfect development of 

foot. Dowie and Marshall. 

920 Boots, Men's, patent leather, with ordinary pointed toes. Dowie 

and Marshall, 

921 Boots, Men's, with inner line straight to allow the great toe to 

retain its natural shape. Dowie and Marshall, 

922 Hose, with separated toe-spaces, made in natural undyed wool. 

Jaeger's Woollen Clothing System Co, 



Beds and other Furniture. 

940 Eider Down Quilt, with holes for ventilation. 

941 Blanket Chartaline. H, Leigh Slater, 

942 Bed (model). Woollen flock. Gainsford and Co, 

943 Mattress (model). Woollen. Gainsford and Co, 

944 Mattress (model). Hair, Gainsford and Co, 

945 Chain Mattress, (model), on strong wooden frame, with arrangement 

for tightening same. Chorlton 6- Dugdaie, 

946 Iron Bedstead (model), with sloping canvas, on wheel and ratchet 

roller for tightening same. Thos, Allen, 

947 Seat, on hinged pedestal, for economising space. Designed for 

use in shops for attendants. Colman and Glendenning, 

948 Reclming Chair, Liebrich's design. Callaghan and Co, 



Hospital and Sick Boom Appliances. 

960 Bed Pan (earthenware), for the sick room. Dr, J, C, Steele, 
96 c Bed Slipper (earthenware), for the sick room. Dr, J, C, Steele, 

962 Bed Urinals (two specimens) (earthenware), for the sick room. 

Dr, /. C, Steele, 

963 Trays (earthenware), used in dressing wounds for ordinary surgical 

operations. Dr. J, C Steele, 
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964 Tray (ebony), used in dressing wounds for ordinary surgical 

operations. Dr. J. C Steele. 

965 Nursery, or TraYelling ConYenienoe. J. Allen and Son. 

966 Bandage Winder (model). Dr./. C. Steele. 

967 Bedpan Cage (model), used for keeping stools for inspection of 

medical men. N. If. I^ixon, Secretary^ University College Hospital, 

968 Tubular Bed (model). Focock Bros. 

969 Invalid Apparatus (model), for enabling an invalid to raise himself 

in bed. 

970 Bed Rest (model), with foot rest. A^ JI. Nixon^ Secretary University 

College Hospital. 

971 Vaporiser, with lamp. /as. Allen and Son. 

972 Yaporiser, for use in the sick room. /as. Allen and Son. 

973 Ambulance Carriage (model) as used at the Middlesex Hospital. 

974 Lamp for generating heat with safety under bedclothes. Dr. /. C. 

Steele. 

975 Turkish Bath Apparatus, portable, for use in sick room. /as. 

Allen and Son, 

976 Folding Shade, portable, for protecting persons with weak eyes 

from strong lights. T. T^vining. 

977 Guide and Rest for assisting the short sighted in writing. T. Twining 

978 Chair with simple contrivance for carrying invalids. T. Tunning. 

979 Crutches. Two specimens of India rubber ends for crutches. 

980 Crutches, cheap, improved (three specimens). T. Twining. 

981 Mesopodium, or Saddle Stick (five specimens), for supporting the 

weight of the body when using crutches. T. Twining. 



Domestic AppUances. 

990 Hygienic Towel (Feirs), designed to retain its frictional qualities 

when wet or dry, and to lose none of these qualities by ordinary 
wear. Fell and Co^\ 

991 Flesh Gloves (FelFs), designed to retain their frictional qualities 

wet or dry, and for their whole useable period. Fell and Co. 

992 Coal Box (model), suitable for public buildings, forming a convenient 

seat. Dr./ C. Steele. 

993 Destructor for House Refuse (model) (Tupper'sFatent),showing its 

adaptation to an ordinary kitchen range. W. Tupper. 

994 Ash-Bin and Sifter (model). Suitable for large institutions. 

995 Dust Shoot (Smeaton's). / Smeaton and Sons. 
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99^ Sash and Picture Line (Hookin's), various specimens of .new and 
one specimen of old. IV, Tanks and Son, 

997 Butter Cooler and Butter Dishes, various simple and inexpensive 

forms. T, Twining 

998 Iron Stand for Laundry Purposes. 

999 Foot Warmer, filled with chemical heat-retaining fluid. Peters^ 

Bartsch and Co, 

Self-Locking Coal Plates. Two models and one actual size, with 
glass top. (iS^tf alsoNo. 115). 



School Fittings. 



1000 School Desks and Seats. A set of models showing 



Adjustable chair and desk. 
Seat and desk. 
Two form of seats. 



Long form seat with desk. 

Desks, single with and without seats. 



Colman and Glcfidenning, 

1 00 1 Seat (model), for school yards, parks and recreation grounds. Col- 
man and Glendenning, 

Demonstration Models. "The South Kensington Lecture Cabinet." 
See No. 19 

Demonstration Model of House Sanitation. See No. 20. 



Gymnastic Apparatus. 

1 010 Home Oynmastics Apparatus (Bacon's), with pamphlet of instruc- 
tions based upon Dr. Schreber's system. G. IV, Bacon and Co. 

loii Models, illustrating the elementary movements of the body, used in 
the physical education of the blind. Dr, Roth. 



Foods. 

Note. — All exhibits in this section, not otherwise marked, have been 
presented by Mr, Thos. Twining^ of Twickenham. 

1020 Preserved Meats (Two Cases), Various specimens, including 

edible bird's nests, soups, extracts, beef, veal, mutton, pork, bacon, 
sausages, hare, rabbit. 

1 02 1 Fish, Crustacea and Mollusca. Various specimens in bottles, 

with shells of oyster, whelk, cockle, razor fish, scallop, &c. 

1022 Eggs, Butter and Cheese. Various specimens of each, with 

models of apparatus used in the manufacture of cheeses on the 
continent. 
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1023 Cereals {Two Cases), including wheats (various), flours and prepa- 

rations from wheat, brans, hominy, macaroni, vermicelH, rye, barley, 
oats, oatmeal, rice, maize, millets, penicillaria, manna kroup, dari. 

1024 Breads. Various kinds of bread, dough raisers and flour 

adulterants, including specimen of bread used during Siege of Paris, 
1870, pumper nickel, &c. 

1025 Biscuits. Various kinds. 

1026 Rice and Wheat. Various samples. 

1027 Cereals in their natural state, including wheat, Egyptian wheat, 

rye, barley, oats, maize (various), penicillaria, sorghum, morbete. 

1028 Cereals. Showing the comparative analyses of buckwheat, quinoa, 

durra, rice, millet. 

1029 Legumes, RootSy &C. Showing the comparative analyses of peas, 

haricots, lentils, potatoes. 

1030 Cereals and Pulse. Various samples, principally British Indian. 

103 1 Pulse, &C. (T^o Cases), peas, lentils, beans, haricots, Indian pulse, 
amaranthus quinoa, buckwheat, asparagus, potatoes, including a 
number of models, presented by Sutton and Sons. 

1032 Roots and Bulbs, potatoes, artichokes, turnips, kohlrabi, parsriips, 

salsify, beet, leeks, onions, carrots, oxalis, radishes, manqioc 

(specimens of the Colorado or potato beetle). 

 

1033 Salads, &C., cryptogams, tomatoes, marrow, cucumber, gherkin, 

Brussels sprouts, celery, spinach, lettuce, watercress, endive, 
colewort. Several of the specimens are represented by models 
presented by Sutton and Sons, 

1034 Vegetables (models). Including parsnip, cauliflower, savoy, melon, 

carrot, cabbage, vegetable marrow, cucumber, Egyptian turnip, 
onion, leek. Sutton and Sons, 

1035 Milks. Showing the constituents of the following milks, cow's, 

woman's, goat's, ass', mare's. Aylesbury Dairy Co., Ltd, 

1036 Uncommon Foods, &C. Including cinchona, Japanese isinglass, 

tonquin bean, odika bread, guava jelly, oil palm, kola, papain, 
coca, pemmican, capraria, yerba mate, kokum-butter pepper 
stick, &c. Thos, Christy and Co. 

1037 Misc'ellaneous (specimens). Including cereals, pulse, oils, fibres, 

dyes. Carter and Co, 

1038 Food for Invalids and Infants. Including various diabetic 

preparations. G, Van Abbott and Son, 

1039 Fruits, Preserved (Two Cases), including bergamot, chinensis, 

bread fruit, bingai, citron, mangosteen, pineapple, persea gratissima, 
custard apple, betel nut, jack fruit, lemons, oranges, figs, htchi, 
crab oil, lansat, mangoes, guava, grapes, etc. Durion, pine, mamey, 
forbidden Fruit, cacao pod. Kew Museum of Economic Botany, 
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IC40 Fruits (preserved, and models). Including bergamot, lime, lemon, 
pine, banana, oranges, pomegranate, olives, grapes, sultana, 
muscatels, raisins, currants, figs, mulberry, date, cherries, plums 
apricots, pears, apples, pippins, cranberries, hips and haws, 
raspberries, strawberries, gooseberries, &c. 

1041 Nuts including Brazil, almonds, Sapucaya, Spanish, Kentish, 

walnuts, chestnuts, dika, hickory, peggan, earth, caju, cocoa, 
pine, Suwarrow, nelumbum, pachyma, cocos. 

1042 Tropical Fruits including bread fruit, peach, longans, buah 

Malakka, lansat, carambola, mango, elephant apple, quince, egg 
plant, tamarinds, ber fruit, custard apple, gombo. 

1043 Secreted and Extracted Products {Two Cases). Divided into 

sections, including starch, gluten, gum, sugar, honey. 

1044 Cakes, various kinds. 

1045 Sweetmeats. Various specimens, including specimens of colouring 

matter used in their manufacture. 

1046 Raw Sugars various kinds, with descriptive and coloured 

diagrams, showing the sugar plant and sections of cane. 

1047 Flavouring Herbs. Including basil, mint, thyme, savory, 

marjoram, sage, hyssop, parsley, mangold, saffron, fennel, caraway, 
dill, cumin, coriander. 

1048 Condiments, including vinegars, sauces, pickles, fats and oils. 

1049 Stimulants and Spices, including mustards, turmeric, cardamoms, 

capsicums, chillies, pepper, cloves, cinnamon, ginger, nutmeg, 
cassia. 

1050 Narcotics and Masticatories, including various kinds for smoking, 

snuffing and masticating. 

1 05 1 Spices, Condiments and Herbs, with specimens of various 

tobacco leaves and coloured drawings of plants. 

1052 Beverages (Three Cases), including teas, coffees, cocoas, chicory, 

chocolate, and adulterants. 

1053 Refreshing Drinks {Two Cases), including fruit syrups, magnesia, 

orgeat, liquorice, cream of tartar, pearl barley. 

1054 British Wines, various. 

1055 Fermented and distilled Liquors {Two Cases), including malt, 

hops, ales, liquors, liqueurs, cordials, flavourers. 

1056 Physiological Diagrams. Illustrating the structure of the human 

body, including skeleton, skin, and organs of touch, nails and hair, 
arterial and venous blood, cellular structure, jaws and teeth, 
alimentary canal. 

1057 Thermometric Scales. Diagrams (large and small) showing com- 

parative readings of Fahrenheit, Reaumer and Centigrade. 
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1058 Animal Kingdom. Diagrams illustrating the scientific classification 

into sub-kingdoms, provinces, classes, and orders. 

1059 Animal Kingdom. Coloured drawings of mammalia, birds, bees, 

reptiles, fishes, Crustacea, &c. 

1060 Vegetable Kingdom. Diagrams, illustrating the scientific classifi- 

cation into sub-kingdoms, divisions, classes, sub-classes, orders, and 
sub-orders. 

1 06 1 Vegetable Kingdom. Coloured drawings of condiments, fruits, 

fungi. 

1062 Food Analyses. Tabulated Cards, showing constituent elements of 

various foods, daily supply and waste, day's rations, &c. South 
Kensington Museum. 

1063 Butchers' Joints. Diagram showing principal joints in ox, calf, 

sheep and pig. 

1064 Meat and Bone. Diagram showing proportionate weight of meat 

and bone in principal joints of beef, mutton, and veal. 

1065 Cereals. Table showing proximate analyses of important cereals. 

1066 Flour Hill. Diagram showing in section the process of flour 

making. 

1067 Halting and Brewing. Diagram showing in section the processes 

of malting and brewing. 

« 

1068 Constituents, Average of. Table showing the proximate average 

percentage of constituents in various food articles. 

1069 Altitudes. Diagram showing comparisons of heights at which various 

kinds of vegetation exist. 

1070 Wines. Geographical classification. 

107 1 Roots and Bulbs (diagram on roller). Showing analyses of various 

kinds. 

1072 Vegetables (diagram on roller). Showing analyses of various kinds. 

1073 Fruits (diagram on roller). Showing analyses of various kinds. 

1074 Food and Nutrition, an introduction to the food section of the 

Parkes Museum, by T. Twining. 

1076 Hammalia. Coloured drawings — classified. 

1077 Birds. Coloured drawings — classified. 

1078 Fish. Coloured Drawings — classified. 

1079 Food-producing Plants (folio V.), including roots and bulbs, 

cereals, fruits, starches, herbs, beverages, spices, liquors, oils. 

1080 Food Tables, Tablets and Diagrams (folio W.). South Kensing- 

ton Museum Committee, 

1 08 1 Vegetable Physiology (folio X). Diagram showing germination, 

cellular tissue, systematic botany, &c. 

N 
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io82 HicFOSOOpic Diagrams (folio X.). Showing enlargements of the 
following, cinnamon powder and wheat flour, oatmeal, wheat flour, 
marmalade, coffee, potato, mustard, peppers arrowroots, chicory, 
ginger, liquorice powder and wheat flour, rice flour, cocoa and 
potato flour, oatmeal with barley meal, rhubarb and wheat flour, 
cocoa, Chinese powder, la veno beno, cheese acarus, annatto sugar 
insect old and young, liquorice and cammony, jalap, opium, cofi"ee, 
and milk. Arthur Hill If assail, m.d. 



Domestic Filters. 



HOC Filter, Natural Stone and Carbon. Z. Bar stow. 

iioi Filter Rapide. Two specimens. Maigne?i and Co. 

I loi Filter, Hanganous Carbon, with ornamental Doulton ware exterior. 
Doulton and Co. 

1 103 Filter, Manganous Carbon, small ornamental. Doulton and Co. 

1 104 Filter (section). London and General Water Purifying Co. 

1 105 Filter (section), large size. The Sanitary Engineering and Ventilation 

Co. 

1 106 Filter, Spongy Iron (model), showing arrangement of filtering, 

medium and internal construction. Spongy Iron Co. 

1 107 Filter, Carbon Block (model). F. H. Atkins. 

1 108 Filter, Collapsible Bucket, for packing in small compass when not 

in use. 

IT 09 Filter, Table, in glass with carbon block and special arrangement 
to prevent the water running when top is removed off" the reservoir. 
Sanitary Engineering and Ventilation Co. 

mo Filter, Table, with carbon block. Sanitary Engineering and 
Ventilation Co. 

1 1 1 1 Filtering Mediums. Glass case containing specimens of various 

materials used in filtering water, including animal, vegetable and 
mineral carbons. 

1 1 1 2 Filter, Pasteur Tube. Specimen. Fasteur Filter Co. 

1113F ilter, Carbon Block, suitable for travellers. Silicated Carbon Co. 

1 1 14 Diagram, showing adaptation of Filter to house supply. Maignen 

and Co. 

1 1 1 5 Water Storage Can, designed for use in the country. 

1 116 Filter. Small model of spongy iron, showing filtering medium, its 

disposition, and the means of access for cleaning. Spongy Iron Co. 

I J T 7 Filter (Section under glass shade), showing filtering medium, method 
of placing the same, and the facilities for cleaning each part. 



( 51 ) 
Mineral Waters. 

1 130 Mineral Waters. Specimen bottles of various English and foreign 
kinds, including St. Galmier, Giesshiibler, Rakvezy, Rubmat, 
Vals, Salutaris, Cheltenham, Bilau, &c. 



Soaps and other Detergents. 

1 140 Soaps and other Detergents. 

1. Substances used in the manufacture of soap, including palm oil, 
Australian tallow, cocoanut oil, cottonseed oil, whale oil, glycerine, 
castor oil, seal oil, fish oil, menhadden oil, bone tallow, olive oil, 
rosin, pearlash, silicate soda, caustic potash, caustic soda. 

2. Soaps, various kinds, including soft, powder, ribbon, soft green, 
soft figged, shavings, glycerine, olive oil, compressed ribbon, brown, 
carbolic, transparent, mottled, cocoanut oil. 

3. Carbolic preparations, including coal tar, tar oil, glacial C.A., 
medical C.A., refined C.A.; crystal C.A.; and sulphocarbolates of 
soda, zinc, ammonium, calcium, iron, lead, magnesium, potash. 
F, C. Calvert and Co, 

1 141 Soaps and other Detergents, including dog soap (Mackey's), 

liquid soap (Mouilla), Emulsion (Dr. Bonneford's), ointment 
(J eye's), Eucalyptol powder (Mackey's), soft soap (Sanitas), 
furniture cleaner (Sanitas), sea salt (J. Pennes). 

1142 Soap Ingredients at various stages of manufacture. Ed. Cook 

and Co, 

1 143 Soaps, various, including coal tar, carbolic potash (Mackey's), dog, 

animal, surgical, and disinfecting (Jeye's), antiseptic (Sanitas) 
Pixene (J. Wheeler). 

1 144 Waste Products from the manufacture of soap, including glycerine, 

lye, salts. F, C, Calvert and Co, 



Antiseptics and Disinfectants. 

1 1 50 Disinfectants, powerful or Germicides. Capable of destroying 

the most resistant microbes, under certain stated conditions of 
strength, temperature, and time, including fire, boiling water, 
steam, hot dry air, perchloride of mercury, carbolic acid, cressol, , 
iodine trichloride, osmic acid, permanganate of potash, iodine water, 
chlorine water, bromine water. 

1 15 1 Disinfectants, weak. Capable of destroying microbes which are 

not in the state of spore, including the powerful disinfectants 
more diluted, chloride of lime, hydrochloric acid, sulphurous 
acid, salicylic acid, chromic acid, creasote, caustic lime, soda, and 
potash. 

N 2 
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1 152 Antiseptics. Capable of impeding or arresting the growth of 

microbes, but without necessarily destroying them, including sul. 
zinc, chloride lime, sul. copper, sul. iron, perchloride iron, boracic 
acid, borax, carbolic oil,* thymol,* oil of turpentine,* Eucalyptus 
oil. 

1 153 Aerial Deodorants, for fumigation, with description for making 

and using the same. Chlorine gas, sulphurous acid, nitrous 
fumes, ozone, Euchlorine. 

1 1 54 Apparatus for Fumigation. 

1 155 Powders for disinfecting purposes. Manufactured and 

sold by the various makers whose names are given in brackets. 
Sanitary powder (Jeye^s), Sanitas (Sanitas Co.'s), Eucalyptol 
(Mackey, Mackey and Co.), chloride lime (Greenbank Alkaline 
Co.\ surgical and tooth powder (Jeye's), carbolic acid (Mackey and 
Co.), Pine wood and Eucalyptus (Mackey and Co.), Boro phenol 
(Calvert's), kanphorkalk (A. Hornby's). 

1 156 Liquids for disinfecting purposes. Manufactured and 

sold by the various makers whose names are given in brackets. 
Phenol (Bobemfs), perfect purifier (Jeye's), terebene (Cleaver's), 
eucalyptol, camphorine, sulphenic acid, oxychlorogene, cresylic acid, 
carbolic acid (Mackey, Mackey and Co.), Emulsion (Sanitas 
Co.), kresyline (Mackey's), pixine (J. Wheeler). 



Disinfecting Apparatus. 

T170 Disinfecting StoYe, self-regulating (Dr. Ransom's design), large 
working model, for surgical, medical, and obstetric hospitals, and for 
public institutions, as erected at the General Hospital, Nottingham. 
Goddard and Massey. 

1 171 Disinfecting Chamber (Dr. Langstaffs design), with bath and 

lavatory (large model), for use of nurses and others after attending 
infectious cases. C. K Langstaffs m.d. 

1 1 72 Disinfector, steam '(Washington Lyon's), model in glass case, 

showing chamber and receiver for infected articles, steam generator, 
and all the details of registration and regulation. W, Lyon, 

1 1 73 Disinfector. Drawing of Goddard, Massey and Co.'s, showing a 

section through the disinfector with all the appliances for regulat- 
ing pressure and heat, also sectional elevation showing flues, &c. 
Goddardy Massey and Warner, 

1 1 74 Disinfector (Soper's Patent). Models of portable and drain 

disinfectors. Stiff and Sons, 



 Chiefly used as deodorants for concealing odours. 
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Abbott, Van G., & Son, 6, Duke street Mansions, W. 

Addlestone Linoleum Co., 4, Holborn Viaduct, E.G. 

Admiralty, Lord Commissioners of (donor). 

Ahrbecker, G. H., & Son, 35, Waterloo road, S.E. 

Albion Lamp Go., 69, Hatton garden, E G. 

Allen, J., & Sons, Marylebone lane, W. 

Allen, Thomas, Bristol. 
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Angell, A. T., 14, Drayton gardens, Fulham road, S.W. 
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Boyd, D. O., New Bond street, W. 
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Bowes, Scott & Western, Broadway chambers, Westminster. 

Bradford, Thomas, & Co., Crescent Iron Works, Salford. 

Braithwaite & Co., Swinegate, Leeds. 

British Metal Expansion Co., 100, Queen Victoria street, E.G. 

British Patent Glazing Co., 11, Bermondsey street, S.E. 

Broad & Co., Wharves, Paddington, W. 

Buchan, W. P. (donor). 

Burmantofts Company, Limited (Leeds Fireclay Co.), Leeds. 

Burnett, Sir William, &Go., Limited, 302 West Ferry road, Milwall. 

Burn & Bailhe, 14, Newcastle street, Farringdon street, E.G. 
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Calvert, F. C, & Co., Bradford, Manchester. 

Campbell, Charles (donor). 
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Carter & Co., High Holborn. 

Casella, L., 147, Holborn Bars, E.C. 
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Catterson, S. P. (donor). 
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Chappius & Co., Fleet street, E.C. 

Chisholra, R. (donor) . 

Chorlton & Dugdale, Manchester. 

Christy, Thomas, & Co., Fenchurch street, E.C. 

Clark & Co., Carlisle. 

Clarke, Thomas Chatfield (donor). 

Cliff & Sons, Baltic Wharf, Waterloo bridge, and Leeds. 

Colles, R. (donor). 

Colman & Glendenning, Norwich. 

Comber, P. F. (donor). 

Constantine, J., Manchester. 

Cook, E., & Co., Bow, London, E. 

Cooper, H. W., & Co. Upper George street, Edgware road, W 

Cooper & Co., 3, Dyer's buildings, E.C. 

Corfield, Prof. W. H. (donor). 

Coulter, W. H. (donor). 

Craig, J. & M., Kilmarnock. 

Crap per & Co., 50, Marlborough road, S.W^ 

Crosse, H. W. (donor). 

Dent & Hellyer, 21, Newcastle street, Strand. 

Diespeker & Co., Holborn Viaduct. 

Docking, F. R., 44, George street, Croydon. 

Doulton & Co., Lambeth, London, S.E. 

Dowie & Marshall, Strand, W.C. 

D'Oyly & Co., Oxford street, W. 

Drake, C, & Co., Limited. 

Duffy & Co., 66, Storks road, Bermondsey. 

Durrans, T. H., & Sons, 43, Upper Baker street, N.W 

Eassie, W. (donor). 

Edwards, F., & Son, Great Marlborough street, W. 

Ellison, J. E., Victoria square, Leeds. 

Emanuel and Sons, 57, Marylebone lane, W. 

Emptage, D. (donor). 

Eureka Concrete Company. 

Falcon Brass Works Co., 25, Holland street, Blackfriars. 

Farwig, J. F., & Co., 4, Upper Thames street, E.C. 

Fell, J. & Co., 36, Bloom street, Manchester. 

Field, Rogers (donor). 

Fisher & Co., 33, Southampton street, W.C. 
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Fletcher, riioiiias, «& Co., Warrington. 

Flower, T. J. Moss, Liverpool Chambers, Bristol. 

Franzini, General (donor). 

Gainsford & Co. 

Goddard, Massey, & Warner, Nottingham. 

Graham, Dr. (donor). 

Gregson, J., 14, Bath street, Bolton. 

Guy^s Hospital (donor). 

Harden Star Grenade Co., Cannon street, E.C. 

Harland, H. (donor). 

Harris, J. F. & G., Wilson street, Finsbury. 

Harrisson, T. Harnett (donor). 

Hart, Son, Peard & Co., 53, Wych street. Strand, W.C. 

Haslam Fire Extinguishing Co., Bolton. 

Hassall, Arthur Hill (donor). 

Hawkins, I. T. (donor). 

Hay ward Bros. & Eckstein, Union street. Borough, S.E. 

Health Exhibition (1884) Committee (donor). 

Heim, H., Oxford street, W. 

Hett, C. L., Brigg, Lincoln. 

Hitchens, R. W., & Co., la, Perrin's street, Ryland road, N.W. 

Hogg, Jabez (donor). 

Holme & Averschough. 

Holt, H. P. (donor). 

Homan& Rodgers, 17, Gracechurch street, E.C. 

Howard & Sons, Berners street, W. 

Howarth, James, Manchester. 

Hughes & Lancaster, Chester. 

Hyatt, J., Farringdon road, E.C. 

Incandescent Gas Light Co., 14, Palmer street, S.W. 

Jaeger's Sanitary Woollen System Co., Fore street, E.C. 
Jeffrey & Co., 64, Essex road, N. 
Jennings, George, Stangate, Lambeth, S.E. 
Jennings, Thomas, 14 Arches, Cross street, Lambeth. 
Jones, John, 40, Sydney street, Chelsea. 
Jones & Attwood, Stourbridge. 
Judge, M. H. (donor). 

Kaye, J., & Sons, High Holborn, W.C. 

Keen, A G. (donor). 

Kenrick, A., & Sons. 

Kew Museum of Economic Botany (donor). 

Kite, C, & Co., Chalton street, N.W. 

Knight, W. H., 5, Selborne road. Wood Green. 

Langstaff, C. (donor). 

Lascelles & Co., Bunhill row, E.C. 

Law, Henry (donor). 

Lawrence, Thomas, & Son, Bracknel, Berks. 
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Leach, J. C. (donor). 

Le Grand and SutclifTe, loo, Bunhill row, E.G. 

Lincnista Walton Go., Sunbury-on-Thames. 

London & General Water Purifying Co., Strand, W.G. 

London Hospital (donor). 

London Warming & Ventilating Go., i & 2, Great Winchester street, E.G. 

Lyon, Washington (donor). 

Macfarlane & Go., Glasgow. 

Maguire and Son, 10, Dawson street, Dublin. 
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Mainzer & Kempthorne, Berners street, W. 

Meakins, G. F. L. (donor). 

Metropolitan Board of Works (donor). 

Middlesex Hospital (donor). 

Millar's Reversible Window Co., 9, Hart street, Bloomsbury. 

Milne, Son & Macfie, Holborn Viaduct, E.G. 

Minton, HoUens & Co., Conduit street, W. 

Morreirs Sanitary Appliance Co., 4, St. Ann's square, Manchester. 

Morris, E., & Sons. 

Moules Patent Earth Closet Co., 5A, Garrick street, Govent Garden. 

North British Plumbing Co., 86, Newman street, W. 

Orr, J. B., & Co., Charlton, Kent. 

Pain, James, St. Mary Axe, E.G. 
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Pasteur Filter Go. 
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Pritchett, G. E. (donor). 
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Roberts, E. G., Haslemere. 

Roth, W. (donor). 
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St. George's Hospital (donor). 
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Shaw & Son, Oldham. 

Silicated Carbon Filter Co., Battersea. 

Slater, H. Leigh (donor). 
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Smeaton, J., & Sons, Great Queen street, W.C. 

Smith, B. C, Stannary street, Halifax. 
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Snell, H. Saxon (donor). 
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PATENT YICTORIA STONE. 

Established 1868. 
Registered Trade Mark: "VICTORIA STONE.'' 



BRONZE MEDAL: Sanitary Exhibition, 1883. 

The only Medal at the International Health Exhibition for Artificial Flaff Stone, 1884. 

The only Medal for Artificial Stone Pavinsr at the Leicester Exhibition, 1885. 

GOLD MEDAL: International Exhibition, Crystal Palace, 1884. 

GOLD MEDAL: Building Trades Exhibition, 1886. 

By Appointment to the Health Exhibition, 1884. 

GOLD MEDAL: International Exhibition, Alexandra Palace, 1886« 

Diploma of Honour, International Fisheries Exhibition, 1883. 

By Appointment to the Royal Agricultural Society. 

GOLD MEDAL: Mining Exhibition, Crystal Palace, 1891. 



IT HAS BEEN USED IN THE LARGEST 

ASYLUMS, SCHOOLS, AND BARRACKS 

IN ENGLAND, 
FOR SINKS, LANDINGS, STEPS, SILLS, AND HEADS. 

As PAYING it has stood the test of 23 years' traflSio in London. 



INDURATED CONCRETE SLABS 

IN SITU PAYING. 

In view of the extension of powers under the Local Government Acts 
to comparatively rural districts, the Company manufacture, on a large 
scale, cheap and useful first-class Concrete Slab Paving, and lay Paving 
in sitii^ in order to meet the requirements of places where traffic is 
less severe, and where the first cost is of importance. 

Paving on deferred payments extending over twenty years. 



Laid on London Bridge, where the Foot Traffic exceeds 120,000 

passengers per day — the heaviest traffic in the world. This Pavement 

will last a century in ordinary Suburban Roads. 

THE PATENT YICTORIA STONE Co, Ld. 

Secretary and Manager— Mr. HARRY ROGERS. 

Offices— 283a, KIN6SLAND ROAD, N.E. 

Works— STEATFOBD BEIDGE, ESSEX; 

STRATFORD MARKET STATION, G. E. Rly.; 

AND AT 

GROBY QUARRIES, NEAR LEICESTER. 
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JEYES' FLUID.' 



(NON-POISONOUS.) 

Is extensively used In Hospitals, Asylums, Innrmaries, Unions tc Prisons, 

and by the majority of Surveyors and Sanitary Inspectors 

throughout England, 

SANITARY 
POWDER. 

The strongest dry 

Disinfectant 

Powder known. 



DISINFECTANT 
SAWDUST. 

Highly impregnated 
with 

'JEYES' FLUID." 
HODSEHOLD(Wlilte) & DISINFECTANT (Bronfii) SOAPS, 

Invaluable for their Cleansing and Disinfectant Properties, 

lilasters of laatitutlona and Sanitary Inspectors are respectfully 

requested to write for Price Lists and Samples, which will 

be forwarded Free on application. 



HEAD OFFICE :~43, Cannon Street, London. E.C. 

JEYES' SANITARY COMPOUNDS COMPANY, LIMITED. 

CERTIFICATE OF MERIT, SANITARY INSTITUTE, 1890. 



Samples can be olitalned on applicitlon to 

RIZINE FOOD COMPANY, Ltd. 

Works :-87, BOROUGH HIGH STREET, 
LONDON, S.E. 



LYON'S PATENT STEAM DISINFECTOR. 

For purifying clothes, bedding, mattresses, bales of rags, furniture, documents, &c. 
Disinfects any articles placed within it by subjecting them to dry superheated steam 
under regulated pressure. It is made in two forms — one for fixing in a building, and 
the other [:)ortable. It has been subjected to the most severe practical tests, and has 
been found to insure absolute disinfection. It saves time, does not affect the colors 
of the goods, makes no offensive smell, and avoids all risk of burning. 

The exhaustive series of trials conducted by Dr. Parsons, of the Local Govern- 
ment Board, show clearly that of the various classes of Disinfectors used. Steam 
Disinfectors are the best, and Lyon*s is the best Steam Disinfector. 

This Apparatus is now adopted by H. M. Government and the leading Medical 
Institutions, and its use is rapidly extending everywhere. 

(MEDALS, SANITARY INSTITUTE, 1885, 1889, 1890.) 

"THE DESTRUCTOR." 

(Fbybk's Patent.) 

For the reduction and purification of waste products of towns by fire. Involves 
no expense for fuel, yet the heat of the furnaces is utilizable for raising steam for 
manufacturing purposes, and the ashes (hard clinker) are saleable. This is the most 
satisfactory, and, in many cases, the only method of safely disposing of towns' refuse. 
It is now adopted with uniform success in the principal cities and towns in the 
country. 

THE "FUME CREMATOR." 

(JoNEB* Patent.) 

For burning the gases from ''The Destructor" and other furnaces, and rendering 
them inoffensive as well as innocuous. 

(MEDAL, SANITARY INSTITUTE, 1889.) 

IMPROVED FILTER PRESSES. 

For separating the solid portion of sewage sludge and pressing it into cakes. 
(MEDAL, SANITARY INSTITUTE, 1889.) 

FIRMAN'S DRYING AND RENDERING APPARATUS 

AND 

JOHNSTONE'S DRYER. 

For drying fish, offal, blood, waste animal matters, excreta, &c., and reducing them 
into saleable products. 

(MEDALS, SANITARY INSTITUTE, 1882 and 1887.) 



For Full Infornnation, apply to the Sole Makers, 

MANLOVE, ALLIOTT & Co., Ld., 

ENGINEERS, 
NOTTINGHAM. 

LONDON, GLASGOW, MANCHESTER. 



CERTIFICATES OF MERIT, SANITARY INSTITUTE, 1887, 1889. 

's "PERFECTUM"Iiasiio equal. 



The 
"PEBPBCrnK" Fall Pipe 

pTOjecta for painting be- 
hind, and keep* vmili dry; 
the ears or luga &te cast on, 
and the Pip« is perfect and 
comfilete in one catling; it 
tequirea nothing but two 
Ralvanised naila to bimg 

The 7 inch long Socket 
B&vea much lime in fixing 
these pipes, as they will 
slide to three brick joiia$, 
there being no need for 
drilling and plugging or 
cutting of pipes. 

J. GREGSON, Bath 

TelejtTsmp, "'Pkhfectt" 
For Prices and other Illustrations, see '• 






The 

'' Pbbfbctum" Hain-water 
Pipes are removable, the 
nail holes being slotted 
as Bhevn ; they can be lifted 
over the nail head», which 
are first driven into a wall 
joint, and the pipes hang 
thereon. 

The long 7 inch Socket 
also facilitates the easy 
removal of these pipes, by 
being able to slide out 
middle lengths without 
disturbing the nails or 
other pipea when a defect 
occurs. 

Street, Bolton. 

M." Bolton. 

Aroiiilocla' Compendium." 



CERTIFICATE OF MERIT, SAMITARY INSTITUTE, 1885. 



ANTISEPTIC, IMPERVIOUS, CONTINDODS 
FLOOBING. 

ADVANTAGES ARE :— 
Secret Hailing and Sealed Joints. 
Impermeable Surface to Dust, 

Damp, and Germ Life. 
A Durable Surface which is 
neither greasy nor inflammable. 
Prevention of Dry Attrition of Surface. Deadening of Sounds. 
Abolition of Wet Scrubbing. 




MEDALS AWARDED. ■—International Health Exhibition, 1884. 

OLD FtOOR SDBFACES^RENEWEdJ^^ A DURABLE. 

Estimates on receipt of particulars. For List of Hospitals, 
APPLT 

ARTHUR JENNINGS, Sanitary Contractor, 

i4a, CROSS STREET, YORK ROAD, LAMBETH. 



PATENT DRAIN AND PIPE STOPPER. 

CERTIFICATE OF MERIT, SANITARY INSTITUTE. 1890. 



Thia invention consiBta of a cylindrical-shaped bw for stopping pipea for tlie 
purpose of t«Btin^, &a., witlt water, the soundness of dr^ns, which ia acknowledged 
to be the on]r reliable method. To the bag ia attached a small flexible tube, wilL a 
lap at the end, connected to a stnail hand pump. The bag is placed in the drain 
before InOation, and by working the pump it is quickly tiled with air, under euf- 
ficient pressure, to dam up the drain and prevent any escape of water. By turning 
the tap, the inflated bag remains in that state as long as required, and when done 
with, a half turn of the tan again releases iJie air, and ia withdrawn. Amongst its 
advuitages may be named ita lightneas and flexibility, enabling it to be folded and 
placed in a Emfdl bag; it can be placed in Bypbons and other traps, where all other 
Btoppera fail, 

PBICmS ON AFFLIOATION. 



CERTIFICATE OF MERIT, SANITART INSTITUTE, 1890. 

Patent Automatic Seal Air-Tight Man-Hole 
Covers for House Drains, Sewers, &c. 



The covers are more dmple in use, and more secure in action, than any other 
extant. Aa will be aeen by the iliustiation, the inner cover is arched, which allows 
the moisture from the drain to rise to the apex of the arch, where it condenses and 
runs down to the groove prepared for its reception, into which the cover flrs, thus 
forming a reliable air-tight water seal. The top cover is flat with the aerface of 
the ground, and also flts into another groove, that may be filled wilL any suitable 
material, tbua forming a second seal. 

PBICBS OW APPLICATION. 

JOHN JONES, Sanitary Contractor, 

40, SYDNEY STREET, Works-BURY STREET, 

FULHAM ROAD, CHELSEA, LONDON. 

Offices— 68, "VICTOBIA. STREET, WE3TMIN8TEB. S.W. 



CERT IFICATE OF MERIT, SANITARY INSTITUTE, 1890. 

MOSS FLOWER'S 

PATENT 

Adjustable Gradient Indicator, 

For lajlng down Gradients, & ascertaining ttie rate of Inclination of eiistlDg Gradients. 



tndlspensabls In the Construction of SeweraRS, DFalnoKe. Water Works, Railways, 

and In HlnlDB Operations. 

Supplied to Board of Works, Ireland, Boroughs of Bpadford, Blackburn, West Bpomwich. 

RoaheEloF, Vestry of Chelsea, Sandgate Park ColUeFy Co., etc.. etc. 

TeetinDiiUB and rscomraendBilDiis u to ih« utility of the InstrBiiiwt are contlanHlly hHtIiie. 



The InBtrnment is ihoim on the pipe In the IHnMriHon, hot It Is Intended thU It ihonld be aged In 

conjunction with B Btnlghl eltge. 

FDR PRICE LIST, TESTIHONIItLS, AND PRESS OPINIONS, IPPIY TO 

T. J. Il^OSS rPLO^WEK., O.E., 

Consultlns Sanitary Englneep and Sui^eyor to the Bristol, Clifton, and Wester 
Counties Sanitary Survey Association, LIVERPOOL CHAHBERS, BRISTOL. 

CERTIFICATE OF MERIT, SANITARY INSTITUTE, 1889. 



FLORADOR, 

THE HIGHLY-NOURISHING FOOD, 

Is acknowledged to possess constituents which place it in an envi-' 
able position as a Nourishing and Sustaining Food. The public have 
discovered these strength-giving properties, and are using it more 
frequently and largely than ever. 

USE IT OFTEN AND GROW STRONG. 

For Breakfast, Dinner, Tea, and Supper, you can make delicious 
dishes of It; while the most appetising Cakes, Buns, Custards, and 
Creams can be obtained by using this justly celebrated Food. 

IT IS ABSOLUTELY PURE, 

and— its nutritious properties fully considered — 

MOST ECONOMICAL. 

LaFge-Gralned— for PoFPldjre, Soups, Omelettes, Puddings and 

Children's Food. 

Hedlum-Oralned— for Baked and Boiled Pnddlnirs. 

Flne-Grained— for Creams, Custards, Blane Han^, Dainty Puddings, 

and Infants' Food. 

BUY IT AT YOUR GROCERS OR STORES. 



SIX GOLD MEDALS AND OTHER HIGHEST HONOURS. 



Try the FLORADOR BISCUITS (Round and Finger) 

nnica ABB SOU) ur shall tinb. 



MEDAL, SANITARY INSTITUTE, 1879. 

WM- WOOLLAMS & CO., 

ORIGINAL MAKERS 07 

^W^ALL PAPERS 

Guaranteed Free from Arsenic, 

Non -Arsenical Colors for Decorative Distemper Work. 
Agents for and Printers of 

PRIVATE DESIGNS IN WALL AND CEILING PAPERS. 




SOIjI: ADDRESS: 

110, High Street (Hear Manchester Sqnare), LON DON, W. 

&- Mutr». WJf- WnOLLAMS ^ CO. tperiatty detire to 
cou'ion Architects, Sanitary Inrpectori, ami the Trade againit 
Paltem Buvki doftly retemuinii thtir oibji mgeneral appearance, 
and invite nliention to their Sole Addrea; and " Trade Mark," 
a baie of " Wool" and fnw "lam(by» " nuptnded, wAii^h affhrde 
a certain meant of iden/ifyinff their pattenu, which may be 
obtained of all Decoratore. 

EIGHTEEN GOLD, SILVER, AND BRONZE MEDALS. 

CERTIFICATES OF MERIT, SANITARY INSTITUTE, I8B5, 1889. 

PATENT QUICK FILLING BIB & OTHER VALVES 

FOR HIGH AND LOW PBESSURB WATER, 

Appmed by tbe Nev River lad other Water Companies. 17,000 sold. 

PATENTED IN ALl. THE PRINCIPAL FOREIGN COUNTRIES. 

Awirded OertlBcilM ot Merit for Bib Valtaa for Hot or Oold WaWr, by The SimlUrj ImUlnW. 



H. TROTT, Etiflinecr, S.C., 

73, 77, & 79, High Street. Battersea, LONDOIT. 8.W. 



CERTIFICATE OF MERIT, SANITARY INSTITUTE, 1889. 



THE 



"St. Bede Disinfectant." 

(PA TEN TED. REGIS TERED.) 

A REAL DISINFECTANT! 

Used by Medical Officers of Healtb. 



Bkpobt by Db. Edwabd Seaton on the "St. Bede Disinfectant.'* 

Slst July, 1889. 

Since it became established that the Per-Chloride of Mercury in the presence of a free acid^ 
or its eqnivalent, was by far the most efficacious disinfectant, medical practitioners generally, 
and especially those who have to do with the prevention of fevers, have felt the great want of a 
convenient preparation which wonld contain the Per-Chloride of Mercnry in the necessary 
strength together with a free acid, or its equivalent ; and which would at the same time be in 
sach a form as could be safely entrusted to Fever Nurses, Sanitary Inspectors and others by 
whom the processes of disinfection are usually carried out. 

Such an article has now been prepared by the St. Bede Chemical Company. It is in the 
forms of blocks, each weighing an ounce, and each containing 17*5 grains, or 4 per cent, of Per- 
Chloride of Mercury. The block is composed mainly of anhydrous sodium sulphate (392*4 
grains), with which is combined 24*5 grains of sulphuric acid ; the acid sulphate thus formed 
appearing to act like a free acid, and to give to the Per-Chloride of Mercury its full disinfecting 
or germ-destroying power. The block contains also 2*2 grains of eucalyptus and thymol and *9 
grains of indigo, so that when dissolved it has a strong, but pleasant, smell and a bright blue 
colour. I have had several of these blocks submitted to me for analysis, experiment, and report. 
I find the proportion of the Per-Chloride of Mercury in each to be as stated, viz., 4 per cent., or 
17 grains in the ounce block. The block is rather slowly soluble in a quart of water. The 
resulting blue solution is described as a very strong disinfectant. In order to test this I have 
made experiments in conjunction with Dr. Klein, to ascertain the effect of the solution on 
certain well known organisms which have been proved to be pathogenic or constantly present in 
zymotic diseases. The tests were made with the bacUli and spores of anthrax, also with the 
organisms present in cases of cholera and enteric fever. On adding three drops of the culture 
fluids of these organisms to three cubic centimetres of the blue solution, consisting of one block 
dissolved in a quart of water, the organisms were destroyed after only five minutes' exposure. 
This is a very severe test and shows that the blue solution is a very strong disinfectant for 
infected linen, blankets, &c. We further tested its power of disinfecting the evacuations of 
enteric fever and cholera. Sterilised faecal matter in a fluid condition was inoculated with as 
much as one- seventh part of the culture fluid of the organisms present in enteric fever. To 
this mixture was added an equal quantity of the blue solution, and five minutes was found to be 
sufficient to destroy the organisms. I have also tested its antiseptic powers by dissolving 
blocks in putrescible fluidH, and I found that one block dissolved in twenty-five quarts of a 
putrescible floid, retarded decomposition five days ; and that when dissolved in twelve and a 
half quarts, there was no sign of decomposition in the putrescible fluid after eight days. I 
further tested its power as a deodorant by noticing its effect upon heaps of fish refuse mixed with 
other decomposing animal and vegetable matters, and I found the solution was an excellent 
deodorant. 

The preparation called the ** St. Bede Disinfectant " has most powerful disinfecting and 
antiseptic properties, and is also a valuable deodorant. At the same time its colour and smell 
are quite sufficient safeguards against the possibility of its mistaken use. I have therefore 
no hesitation in strongly recommending it on public grounds. 

(Signed) EDWAKD SEATON, m.d., f.b.o.p., 
Fellow of the Institute of Ctumistry. 
Medical Officer of Health for Chelsea^ 
Lecturer on Sanitary Science and Public Health, St, Thomas' Hospital^ London, 



THB DeTULI OV the ExPEBXHENTB REFEBBED to in DB. SeATOW'I BePOBT ABE AS FOLLOWS : — 

The ** St. Bede Disinfectant " was now in solution, one block being cUssolyed in one quart 
of water. 

1. — The *' killing power/' i.e., the power to kill microbes, was tested on the following 
microbes: (a) bacillus anthracis without spores, (r) spores of bacillus anthracis, (o) the 
comma-bacillus found in Asiatic cholera, (d) the bacillus found in human typhoid fever. 

Of normal cultivations in broth of these several microbes, about three drops were added to 
about three cubic centimetres of the disinfectant solution, well mixed, and after the lapse of 
five minutes, one to two drops of the mixture were added to tubes containing about 10 c.c. 
normal sterile beef broth ; for control similar normal sterile beef broth was inoculated with a 
mere trace of the same ctUture fluids used for the above experiments. All broth tubes were 
placed in the incubator at 87^ C, while all the control tubes showed already after twenty-four 
hours' copious typical growth of the several microbes, the others were perfectly clear and 
remained so afterwards. It follows from these experiments that five minutes' exposure of 
bacillus anthracis, of spores of bacillus anthracis, of the choleraic bacilli, and of the typhoid 
fever bacilli to the '* St. Bede Disinfectant " solution is sufficient to kill these microbes. 

2. — An important and extremely severe test of the killing power of the " St. Bede Disin- 
fectant " solution was made in the following experiments : — 

To normal human f oBcal matter in thick solution, previously sterilised and contained in test 
tubes, was added a certain quantity of normal culture fluid of the choleraic bacilli and of the 
typhoid fever bacilli respectively, about one-seventh of the culture fluid being added to six- 
sevenths of the foecal solution. After mixing well the disinfectant was added to each of the 
fcBcal mixtures in equal proportions, so that each of the test tubes contained ^ of the foecal 
matter plus culture fluid, and ^ of the disinfectant. After fi?e minutes a number of test tubes 
containing sterile beef broth, as in the former series, were inoculated with a drop or two from 
these faecal mixture tubes, then placed in the incubator and kept at 87^ C, but no growth 
appeared in them and the fluids remaiined sterile. At the same time that the above experiments 
were made, control broth tubes were inoculated with a trace of the foBcal solution after the 
addition to them of the culture fluids, but before the addition of the disinfectant, these control 
tubes were also placed in the incubator and kept at ST** C, they all showed abundant normal 
growth after twenty-four hours of the choleraic bacilli and of the typhoid bacilli respectively. 

(Signed) E. KLEIN, x.d., f.b.8., 
Prc/euw of Bacterioloffp at the College of State Medicine^ London. 
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Labobatobt and Assay Office, 

76, The Side, Newcastle-upon-Tyne, 

July 6th, 1889. 

I hereby certify that I have analysed a sample of the " St. Bede Disinfectant," manufactnred 
by Messrs. The St. Bede Chemical Company (Limited), Newcastle-upon-Tyne, and that I find it 
contains as follows : — 

Per- Chloride of Mercury .. .. 

Free Sulphuric Acid .. .. 

Sulphate of Soda .. .. .. .. .. 

Sulphate of Lime .. .. .. .. ., 

Oxide of Iron, &c. .. .. 

Chloride of Sodium .. 

Insoluble Siliceous Matter .. .. .. .• 

Thymol, Eucalyptus, Indigo, and Wat^r .. .• 

100-00 

The principal active ingredient of this disinfectant is Per-Chloride of Mercury (corrosive 
sublimate) which is known to be the most certain and powerful destroyer of disease germs. 
When the ^* St. Bede Disinfectant " is dissolved according to the instructions given it forms a 
solution of the strength and character recommended b^ Dr. Buchanan, tiie Medical Officer of 
the Local Government Board, as being effective as a disiofectant. It is prepared and packed 
in a form which makes it convenient and easy to be used. 

(Signed) JOHN PATTINSON, F.LC, F.C.S. 

Pvblic Analtf»tfor NeiMutle-upon-fyne, 

SPECIAL TERMS FOB LAB&E QUANTITIES. 

NO-W MANUFACTURED ONLT BY 

XCbe Ibebwottb Badum Company, 

N EWC ASTLE-U PON-TYN E. 



Suitu; InstitDte, 1889, Kedal of lerlt and Three CertlBcates of Merit. 
Prlie ledal of The Sanltar; Imtltnte, ud Three CertlDcatea of Merit, 1890. 

RECEIVED THE HIGHEST AWARD, BUILDER'S EXHIBITION, LONDON, 1S89, 
AND SILVER MEDAL, WALSALL, 1839. 



TUMBLER CARTS. WATER VANS. 

Eaitlf tnrned, oletrs well on groand irhsn otst, Bpniile ft Due shoverlO leet wide, nnioi llltb di 
ui J T«; UKIe wider Ui*n ordlmirj cart ud fltud with Donbls or Tri^ DUtiibotor. 



Tht SweeptTig Machmt hat beaten all Competitori in teveral important triaU. 

VroDght Iron Wheels vidi Cast Hnbbs and Loose Boies, Easily Excbanged. 



W, CLEMENS ABELL & Co., Worcester. 



AOENTS WANTED FOR ALL PARTS. 



AN ILLUSTEATED LIST 

OP 

AWARDS OF THE SANITARY INSTITUTE 

Can be obtained on application at the Offices of the Institute, 

74a, MARGARET STREET, LONDON, W. 

PRICE 1/- 



MEDAL, SANITARY INSTITUTE, 1883. 

BUCHAN^S^^ PATENT 

Sanitary^ Appliances. 

(The Best in the Market. In ute all ever the World.) 

DISCONNECTING DRAIN TRAPS, CREASE TRAPS, ACCESS PIPES, 
ANTI-BELL TRAPS, VENTILATORS, ic. 



Illustrated Price Lists Free from 

W. P. BUCHAN, R.P, H.S,A,, Assoc.San. 



Sanitar?& Ventilating Engineer; 

36 & 38, RENFREW STREET, 
GLASGOW. 






NORTON'S PATENT 

" ABYSSINIAN "JDBE WELLS 
Artesian Bored Tabe Wells, 

For expeditiously and eeoitomieally oitainiag 

Ranging from the requirements of a Cottage to that 
of Town Waterworks. 



LE GRAND & SUTCLIFF, 
Ib^brauHc lenfiineers, 

COHTRACTORS TO H. H. WAR DEPARTMENT, 
Makers of Norton's Patent tmproved Registering Turnstiles, 

MAGDALA WORKS, BUNHILL ROW, LONDON, E.C. 
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STANFORD UNIVERSITY LIBRARIES 
STANFORD, CALIFORNIA 

94505 
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STANFORD UNIVERSITY LIBRARIES 
STANFORD, CALIFORNIA 

94305 



